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Introduction 


The Monthly Checklist of State Publications is a record of State documents 
issued during the last five years which have been received by the Library of 
Congress. 

Monographs are listed each month as they are received and are arranged by 
State and issuing agency. Included among them are annual publications and mono- 
graphs in series. The latter are listed as contents under the series title except for 
publications in college and university bulletin series and similar materials, which 
are listed under their monographic titles. 

Periodicals are listed semiannually in the June and December issues, with the 
December list cumulative for the year. 

Publications of associations of State officials and of regional organizations 
and library surveys, studies, manuals, and statistical reports appear in two sections 
at the end of the listing of monographs by State. 

For each publication, the price and pertinent bibliographic information, such 
as changes in titles and in names of issuing bodies, are given when known. The Li- 
brary of Congress card number is also shown at the end of each entry when available. 

A few categories of publications, such as college and university catalogs, 
loose-leaf additions, slip laws, and certain ephemeral material such as blank forms 
and publishers’ announcements, are not included in the Checklist. Listings of State 
university press publications are limited to those which by reason of their content 
or series title appear to be official publications of the university. 

The publications listed are not distributed by the Library of Congress but 
may be obtained in most instances from the agencies issuing them. 

An annual index to the monographs appears early in the following year. A 
separate title page for the entire volume is provided with the index. 

The value of the Checklist depends in large part on the cooperation extended 
by State agencies. They are requested to send to the Library of Congress copies 
of all their publications and issuances, including materials described above that 
are not listed. They are also requested to send the Library bibliographic informa- 
tion that does not appear on the publication itself and changes in titles of publi- 
cations and names of issuing bodies. 


ALABAMA 


AGRICULTURAL EXPERIMENT STATION, Auburn. 
Bulletin. Auburn. 


- 7887 - 

507. Population migration in Alabama, 1960-1975; 
trends and implications [by Joseph J. Molnar and 
Calvin Vanlandingham] 1978. 30p._ ill. 

79-622431 


- 7888 - 

508. Development characteristics in non- 
metropolitan Alabama: social indicators & indus- 
trialization [by Joseph J. Molnar and Virginia 
Smith] 1979. 31p. ill. 79-622432 


AGRICULTURAL EXPERIMENT STATION, Auburn. 
Circular. Auburn. 


- 7889 - 
241. Irrigation policies for peanut production |by E. 
W. Rochester and others] 1978. 15p. ill. 


AGRICULTURAL EXPERIMENT STATION, Auburn. 
Leaflet. Auburn. 


- 7890 - 
97. Evaluation of insecticides for control of bean leaf 
beetles [by] Paul S.-B. Chiu and Max H. Bass. 
1978. Tp. ill. 


- 7891 - 

DEPT. OF CONSERVATION AND NATURAL RE- 
SOURCES. Annual report. 1977/78. [Montgom- 
ery] 44p. ill. 

Report year ends Sept. 30. 


- 7892 - 

DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. [Re- 
port of examination + Alabama Technical College, 
Gadsden, Alabama. 1974/77. Montgomery. 

C, 28 p. 
Report period ends Sept. 30. 


- 7893 - 


DEPT. OF EXAMINERS OF PUBLIC ACCOUNTS. [Re- 


port of examination of] East Alabama Manpower Train- 


ing Center, Alabama Technical College, fiscal agent, 
Gadsden, Alabama, October 1, 1974, thru September 
30, 1977. Montgomery [1979] C, 111. 


- 7894 - 

DEPT. OF INDUSTRIAL RELATIONS. Division of Safe- 
ty and Ba Annual report; statistical supple- 
ment. [Montgomery] 68 p. 

Report year ends Sept. 30. 


44-42571 


- 7895 - 

DEPT. OF PUBLIC SAFETY. Annual report. 

1977/78. [Montgomery] ill. 
Report year ends Sept. 30. 


43d; 
77-649314 


- 7896 - 
FORESTRY COMMISSION. Annual report. 


1977/78. 
[Montgomery] 22p. ill. 


72-622930 


- 7897 - 
UNIVERSITY OF SOUTH ALABAMA, Mobile. 
report, 1977/78. [Mobile] 81. 
Report year ends Sept. 30. 


Financial 


ALASKA 


Since Alaska publications are printed in limited quanti- 
ties, the Alaska State Library distributes depository collec- 
tions of them for out-of-State library service to the Library 
of Congress, the National Library of Canada, the Center for 
Research Libraries in Chicago, the Washington State Library 
in Olympia, the Seattle Public Library, and the University 
of Washington Library in Seattle. 


. - 7898 - 

DEPT. OF ADMINISTRATION. Division of Finance. 
Annual financial report, State of Alaska. 1977/78. 
[Juneau] xxiv, 296 p. ill. 

Report year ends June 30. 


- 7899 - 

DEPT. OF ADMINISTRATION. Division of Finance. 
Bonded debt and debt service. ° ‘uneau | 
x, 134p. 

Report year ends June 30. 
- 7900 - 

DEPT. OF ADMINISTRATION. Division of Personnel 
and Labor Relations. Examination contents, a guide 
to the contents of competitive examinations for em- 
ployment with the State of Alaska. [Juneau] 1979. 
I 2, 0 55, I 3p. 


75-646776 


- 7901 - 
DEPT. OF ADMINISTRATION. Division of Personnel 
and Labor Relations. Survey of salaries & benefits. 


1978. [Juneau] Sip. annual. 77-646776 


- 7902 - 
DEPT. OF COMMERCE AND ECONOMIC DEVELOP- 


MENT. Annual report. 1977/78. [Juneau] 45 p. 
ill. 


7903 - 

DEPT. OF COMMUNITY AND REGIONAL AFFAIRS. 
Alaska municipal officials directory. 1979. [Ju- 
neau}] 117 p. 

Issued in cooperation with Alaska Municipal 
League. 


- 7904 - 
~ DEPT. OF ENVIRONMENTAL CONSERVATION. Water 
pollution control program plan, FY 79. [Juneau] 


1978. various pagings. ill. 79-622474 
- 7905 - 
DEPT. OF FISH AND GAME. Annual report. 


1978 
[Juneau] 48p. ill. 


77-631394 


- 7906 - 

DEPT. OF HEALTH AND SOCIAL SERVICES. Abortion 
profile, Alaska, 1970-1977, prepared by Mary Ellen 
Frank [and others. Juneau] 1978. 37p. ill. 

79-622470 
- 7907 - 

DEPT. OF HEALTH AND SOCIAL SERVICES. Aid to 
families with dependent children, 1977 recipient cha- 
racteristics study, Alaska, prepared by Terry E. 
Herold [and] David L. Rogers. [Juneau] 1978. 

96 p.+ ill. 79-622472 


- 7908 - 
DEPT. OF HEALTH AND SOCIAL SERVICES. Grants 
policy manual. Rev. [Juneau] 1979. ii, 64p. 


- 7909 - 
DEPT. OF HEALTH AND SOCIAL SERVICES. Juneau 
telephone directory, Nov. 1978. [Juneau, 1978] 
25 p. 


- 7910 - 

DEPT. OF HEALTH AND SOCIAL SERVICES. Peri- 
natal mortality, Alaska, 1973-1977, prepared by Ter- 
ry E. Herold. [Juneau] 1978. 267p. ill. 

79-622461 


- 7911 - 

DEPT. OF LABOR. Research and Analysis [Section] 
Educational institutions occupational employment sta- 
tistics, Alaska, 1977, prepared by John O. Van 
Houten. |[Juneau]1978. 15p. ill. 79-622464 


- 7912 - 
DEPT, OF REVENUE. Research {and Analysis] Section. 
Revenue sources, 1 - /80. a 
19p. ill. annual. 76-645851 


- 7913 - 

DEPT, OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Prince William Sound regional transportation 
study; preliminary, prepared in conjunction with the 
Federal Highway Administration. [Juneau] 1978. 

9, 13, 8, 90, 13, 309p. ill. 


- 7914 - 

DEPT. OF TRANSPORTATION AND PUBLIC FACILI- 
TIES. Three year local service roads and trails 
program, 1979, 1980, 1981. [Juneau, 1979] 

iii, 241. ill. 79-622469 


- 7915 - 

DIVISION OF COMMUNITY AND RURAL DEVELOP- 
MENT. The Alaska State Day Care Assistance Pro- 
gram annual report. 3d; 1977/78. {Juneau ] 14 p.+ 
ill. 

Report year ends June 30. 


- 7916 - 
DIVISION OF ECONOMIC ENTERPRISE. 
a business in Alaska. Juneau, 1978. 


Establishing 
59p. ill. 
79-622466 


DIVISION OF LOCAL GOVERNMENT ASSISTANCE. 
Alaska local government. Juneau. 


- 7917 - 
Alaska taxable municipal property as- 
16th; 


v. 18, no. 1. 
sessments and full value determinations. 
1978. ii, 163p. annual. 


- 7918 - 

DIVISION OF MINERALS AND ENERGY MANAGEMENT. 
Analysis of Prudhoe Bay royalty natural gas demand 
and the proposed Prudhoe Bay royalty natural gas 
sale; a study for the Alaska Royalty Oil and Gas De- 
velopment Advisory Board, by Kristina M. O'Connor 
and Patrick L. Dobey. Anchorage, 1977. 131. ill. 

79-622465 


- 7919 - 
DIVISION OF OCCUPATIONAL SAFETY AND HEALTH. 
Occupational safety and health standards; petroleum. 
[Juneau, 1978] ii, 110, xp. ill. 


- 7920 - 
DIVISION OF OCCUPATIONAL SAFETY AND HEALTH. 
Occupational safety and health standards; toxic and 
hazardous substances. [Juneau, n. d.| 77 p. 


- 7921 - 
LEGISLATIVE AFFAIRS AGENCY. Alaska State Legis- 
lature; bill history & journal index, Senate, tenth 
Legislature, 1977-1978. [Juneau] 1978. 424-702 p. 


- 7922 - 
LEGISLATIVE AFFAIRS AGENCY. Directory of State 
officials. Jan. 1979. [Juneau] 37 p. 
72-622558 


- 7923 - 

OFFICE OF COASTAL MANAGEMENT. United States 
Department of Commerce draft environmental impact 
statement and proposed coastal management program 
for the State of Alaska, prepared [in cooperation with] 
U. S. Office of Coastal Zone Management. Juneau 
[19787] 452p. ill. 

Cover title: State of Alaska coastal management 
program and draft environmental impact statement. 


- 7924 - 

OFFICE OF EMERGENCY MEDICAL SERVICES. State 
of Alaska plan for emergency medical services, 1976 
revision. Juneau[n. d.] 504p. ill. 

Cover title: Emergency medical services in Alas- 
ka, 1976 State plan. 79-622473 


- 7925 - 
OFFICE OF THE GOVERNOR. Division of Budget and 
Management. Executive budget. 1975780. [Ju- 
neau| ii, 551 


p. ill. 


- 7926 - 
PUBLIC OFFICES COMMISSION. APOC manual for em- 
ployers. Juneau ([n. d.] 28p. 


- 7927 - 
A special report to the Alaska 
[Juneau] 1978. 50p. ill. 
79-622476 


SPORT FISH DIVISION. 
Board of Fisheries. 


- 7928 - 

UNIVERSITY OF ALASKA, Anchorage. Library. Cen- 
sus Alaska: numbers of inhabitants, 1793-1970, com- 
piled by Alden M. Rollins. Anchorage, 1978. un- 
paged. ill. 79-622475 


- 7929 - 
UNIVERSITY OF ALASKA, Fairbanks. Research annual 


report. 1977/78. 


[Fairbanks] xiii, 129 p. 


- 7930 - 
UNIVERSITY OF ALASKA, Fairbanks. 
tory. 1978/79. Fairbanks. 


Telephone direc- 
iv, 4l1p. ill. 


ALASKA 
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UNIVERSITY OF ALASKA, Fairbanks. Institute of Ma- 
rine Science. IMS report. Fairbanks. 


- 7931 - 

R78-1. Survey of the epifaunal invertebrates of Nor- 
ton Sound, southeastern Chukchi Sea, and Kotzebue 
Sound [by] Howard M. Feder and Stephen C. Jewett. 
1978. vii, 124p. ill. 79-622468 


UNIVERSITY OF ALASKA, Fairbanks. Institute of So- 
cial, Economic, and [Government] Research. ISEGR 
report. [Fairbanks] 


- 7932 - 

48. Yukon-Porcupine regional planning study ... for 
the U. S. Forest Service. [1978] various 
pagings. ill. 

Issued in cooperation with Agricultural Experi- 
ment Station. 
Has variant series title: ISER report series. 
79-622496 


- 7933 - 

WATER STUDY COMMITTEE. Alaska water assess- 
ment, problem identification, a technical memoran- 
dum to the Water Resources Council covering Phase 
Il, activity I, specific problem analysis, portion of 
WRC 1975 national assessment. (Juneau, 1975] 
203 ill. 79-622430 


- 7934 - 

WATER STUDY COMMITTEE. Alaska water assess- 
ment, State-regional future water and related land 
problems; a technical memorandum to the Water Re- 
sources Council covering Phase II, activity 2, specif- 
ic problem analysis portion of WRC 1975 national as- 
sessment. [Juneau, 1976] 401 p. 


1. 
79-622429 


ARIZONA 


- 7935 - 
BOARD OF REGENTS. Annual report. 


[Phoenix] i, 481. 


1977/78. 
78-640451 


- 7936 - 
BUREAU OF DENTAL HEALTH. Arizona dental screen- 
ing guide. Tempe, 1978. 201. ill. 
Text in English and Spanish. 


- 7937 - 
COMMISSION OF INDIAN AFFAIRS. 


Annual report. 
1977/78. [Phoenix] 201. ill. 


58-62687 


- 7938 - 
DEPT. OF ADMINISTRATION. Finance Division. Fed- 
eral programs, State of Arizona. . [Phoe- 
nix] 127p. annual. 


- 7939 - 

DEPT. OF ADMINISTRATION. Personnel Division. 
Classification/Compensation Section. Joint govern- 
mental salary survey. 5th; 1978/79. [Phoenix] 
6l1p. annual. 


- 7940 - 
DEPT. OF HEALTH SERVICES. 


Annual report. 
1977/78. [Phoenix] 


ii, 32p. ill,  76-641323 


- 7941 - 

DEPT. OF REVENUE. Annual report. 1977/78. 
[Phoenix] 63p. ill. 

- 7942 - 

GAME AND FISH DEPT. Wildlife research in Arizona, 
project W 78R performance reports. 1977/78. 
[Phoenix] iii, 45p. ill. annual. 

Report year ends June 30. 


- 7943 - 
GOVERNOR. Executive budget. 
A20, 287, 38p. annual. 


1979/80. [Phoenix] 


68-65948 


- 7944 - 
Program information. 
annual, 


GOVERNOR. 


1979/80. [Phoe- 
nix] 104p. 


74-648913 


- 7945 - 

LEGISLATURE. House of Representatives. Journal. 
33d Legislature, 2d regular session, Ist-2d special 
sessions; 1978, [Phoenix] xi, 1390, 16, 22 p. 

Title from spine. 53-25155 


- 7946 - 
LEGISLATURE. Senate. Journal. 33d Legislature, 
2d regular session, 1st special session; 1978. [Phoe- 
nix] 1432, 15 p. 
Title from spine. 53-25156 
- 7947 - 
OFFICE OF ECONOMIC PLANNING AND DEVELOP- 
MENT. Annual report. 1977/78. [Phoenix] 431. 
ill. 


- 7948 - 
STATE JUSTICE PLANNING AGENCY. Statistical Anal- 


sis Center. Update on Arizona jails; a report. 
Phoenix, 1978. 40p. ill. 79-622467 


- 7949 - 
TRANSPORTATION PLANNING DIVISION. ADOT study 
on competition in the transportation industry. [Phoe- 
nix] 1979. 41p. 79-622462 


~ 7950 - 

TRANSPORTATION PLANNING DIVISION. Legal foun- 
dations of Arizona's "regulated monopoly" concept as 
applied to intrastate transportation. [Phoenix] 1979. 
45 p. 79-622489 


UNIVERSITY OF ARIZONA, Tucson. Cooperative Exten- 
sion Service. Bulletin. [Tucson] 


- 7951 - 
A23. Arizona cotton insects [by Floyd G. Werner, 
Leon Moore, Theo F. Watson. Rev. n. d.] 
i, 38p. ill. 


ARKANSAS 


ARKANSAS 


AGRICULTURAL EXPERIMENT STATION, Fayetteville. 
Mimeograph series. Fayetteville. 


- 7952 - 
266. Herbicide field evaluation trials on field crops. 


1978. [By Robert Frans, Marilyn McClelland, 
and Tim Sharp] 56p. annual. 
- 7953 - 


267. Field evaluation of herbicides in vegetable 
crops. 1978. [By R. E. Talbert, P. A. 
Saunders, and L. Hodges] 141. 


AGRICULTURAL EXPERIMENT STATION, Fayetteville. 
Special report. Fayetteville. 


- 7954 - 
68. Arkansas cotton budgets, 1979; production cost 
estimates |by W. Charles Walden and Ralph D. 
May, 1979. ii, 17p. 


- 7955 - 
69. Arkansas soybean budgets, 1979; production cost 
estimates [by Ralph D. May and W. Charles Wal- 
den| 1979. ii, 21 p. 


- 7956 - 
70. Arkansas feed grain budgets, 1979; production 
cost estimates |by W. Charles Walden and Ralph 

D. May| 1979. ii, 29p. 


- 7957 - 
71. Arkansas rice budgets, 1979; production cost 
estimates [by Ralph D. May and W. Charles Wal- 
den} 1979. ii, 23p. ill. 


- 7958 - 

BUREAU OF LEGISLATIVE RESEARCH. Joint Interim 
Committee on Revenue and Taxation of the Arkansas 
General Assembly, 1977/78 biennium [report. Little 
Rock, n. d.| 141. 


- 7959 - 

MENTAL HEALTH SERVICES DIVISION. Arkansas 
mental health services, a biennial report. 1976/78. 
[Little Rock] 161. 

Report period ends June 30. 


- 7960 - 
NATURAL HERITAGE COMMISSION. 
October 1978. 


Progress report, 
[Little Rock, 1978?] 36p. ill. 
79-622427 


- 7961 - 
STATE DEPT. OF HEALTH. Annual report. 


1977/78 
[Little Rock} 60p. ill. 


- 7962 - 
STATE HIGHWAY COMMISSION, 
33d; 1977-78. [Little Rock] 


Biennial report. 
iv, 19p. ill. 
15-27386 


- 7963 - 
SUPREME COURT. Arkansas reports; cases determin- 


ed in the Supreme Court of Arkansas. Vol. 263; 
Mar. 6/July 10, 1978. [Little Rock] xxiv, 1011p. 
1-21962 
CALIFORNIA 
- 7964 - 


AGRICULTURAL EXPERIMENT STATION, Berkeley. 
Soil survey of Monterey County, California [by Terry 
D. Cook. Berkeley, 1978] vi, 228, 188p. ill. 

Issued in cooperation with U. S. Soil Conservation 
Service and U. S. Forest Service. 79-602376 


- 7965 - 

AGRICULTURAL EXPERIMENT STATION, Berkeley. 
Soil survey of Napa County, California [by G. Lam- 
bert and J. Kashiwagi. Berkeley, 1978] 

iv, 104, 47 p. ill. 
Issued in cooperation with U. S. Soil Conservation 
Service. 79-601498 


AUGUSTAN REPRINT SOCIETY. Publication. Los 
Angeles, William Andrews Clark Memorial Library, 
University of California. 


- 7966 - 

191. An explanatory discourse by Tan Chet-Qua, of 
Quang-Chew-Fu, gent. (1773) [by] William 
Chambers. Introd by Richard E. Quaintance, Jr. 
1978. x, 163p. ill. 79-622135 


- 7967 - 

192. A letter to the editor of the Letters on the spirit 
of patriotism, &C. (1749) [by] William Warburton, 
and A familiar epistle to the most impudent man 
living (1749) [by] Henry St. John, Viscount Boling- 
broke. Introd. by Donald T. Siebert, Jr. 1978. 
xi, 27, 26 p. 79-622136 


- 7968 - 

BUREAU OF AUTOMOTIVE REPAIR. MVPC, motor 
vehicle pollution control handbook for installation & 
inspection stations. [Rev. Sacramento, 1979] 
188 p. (loose-leaf) 


- 7969 - 
BUREAU OF CRIMINAL STATISTICS. Homicide in 
California, 1977. (Sacramento, n. d.] ix, 59 p. 
ill. 79-622131 


- 7970 - 
CALIFORNIA STATE COLLEGE, San Bernardino. Tips 
for transfer students. [San Bernardino, n. d.] 16 p. 
ill. 


- 7971 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Amador; annual 
report. 1977. [Sacramento] 34p. ill. 

Issued as its Labor market newsletter, Amador, 
Mar. 1978. 


- 7972 - 


CENTRAL AREA LABOR MARKET INFORMATION 


GROUP. Labor market newsletter, Calaveras Coun- 
ty; annual report. 1977. [Sacramento] 38p. ill. 

Issued as its Labor market newsletter, Calaveras 
County, Mar. 1978. 


| 
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- 7973 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter; Colusa County; 
annual report. 1977. [Sacramento] 38p. ill. 

Issued as its Labor market newsletter, Colusa 
County, Mar. 1978. 


- 7974 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Del Norte County; 
annual report. 1977. [Sacramento] 36p. ill. 


Issued as its Labor market newsletter, Del Norte 
County, Mar. 1978. 


- 7975 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, El Dorado; an- 
nual report. 1977. [Sacramento] 38p. ill. 


Issued as its Labor market newsletter, El Dorado, 
Mar. 1978. 


- 7976 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Glenn County; 
annual report. 1977. [Sacramento] 36p. ill. 

Issued as its Labor market newsletter, Glenn 
County, Mar. 1978. 


- 7977 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Lassen County; 
annual report. 1977. [Sacramento] 34p. ill. 

Issued as its Labor market newsletter, Lassen 
County, Mar. 1978. 


- 7978 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Madera County; 
annual report. 1977. [Sacramento] 38p. ill. 

Issued as its Labor market newsletter, Madera 
County, Mar. 1978. 


- 7979 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Mariposa; annual 
report. 1977. [Sacramento] 36p. ill. 

Issued as its Labor market newsletter, Mariposa, 
Mar. 1978. 


- 7980 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Modoc County; 
annual report. 1977. [Sacramento] 36p. ill. 

Issued as its Labor market newsletter, Modoc 
County, Mar. 1978. 


- 7981 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Nevada County; 
annual report. 1977. [Sacramento] 40p._ ill. 

Issued as its Labor market newsletter, Nevada 
County. 


- 7982 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Plumas County; 
annual report. 1977. [Sacramento] 36p. ill. 
Issued as its Labor market newsletter, Plumas 

County, Mar. 1978. 


CALIFORNIA 


- 7983 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Shasta County; 
annual report. 1977. [Sacramento] 38p. ill. 

Issued as its Labor market newsletter, Shasta 
County, Mar. 1978. 


- 7984 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter; Sierra County; 
annual report. 1977. [Sacramento] 36p. ill. 

Issued as its Labor market newsletter, Sierra 
County, Mar. 1978. 


- 7985 - 
CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Siskiyou County; 
annual report. 1977. [Sacramento] 36p. ill. 
Issued as its Labor market newsletter, Siskiyou 
County, Mar. 1978. 


- 7986 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Sutter-Yuba 
County; annual report. 1977. [Sacramento] 38 p. 
ill. 

Issued as its Labor market newsletter, Sutter- 
Yuba County, Mar. 1978. 


- 7987 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Tehama County; 
annual report. 1977. [Sacramento] 40p. ill. 

Issued as its Labor market newsletter, Tehama 
County, Mar. 1978. 


~ 7988 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Trinity; annual 
report. 1977, [Sacramento] 36p. ill. 

Issued as its Labor market newsletter, Trinity, 
Mar. 1978, 


- 7989 - 
CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Tuolumne; annu- 
al report. 1977. [Sacramento] ill. 
Issued as its Labor market newsletter, Tuolumne; 
annual report. 


- 7990 - 
CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Butte County. 
1977/78. Sacramento. iii, 22p. ill. 


- 7991 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Fresno standard 
metropolitan statistical area. 1977/78. [Sacramen- 
to] iii, 26p. ill. 


- 7992 - 
CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Humboldt County. 
1977/78. Sacramento. iii, 21 p. 


CALIFORNIA 


~ 7993 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Merced County. 
1977/78. Sacramento. iii, 20p. ill. 

- 7994 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP, Labor market review, Modesto standard 
metropolitan statistical area. 1977/78. Sacramen- 
to. iii, 26p. ill. 


- 7995 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Sacramento standard 
metropolitan statistical area. 1977/78. 
iii, 32p. ill. 

- 7996 - 

CENTRAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Stockton standard 
metropolitan statistical area. 1977/78. Sacramen- 
to. iii, 28p. ill. 

- 7997 - 

COASTAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Lake County; 
annual report. 1977. [Sacramento] 35p. ill. 

Issued as its Labor market newsletter, Lake 
County, Mar. 1978. 
- 7998 - 

COASTAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market newsletter, Mendocino Coun- 
ty; annual report. 1977. [Sacramento] 37p. ill. 

Issued as its Labor market newsletter, Mendo- 
cino County, Mar. 1978. 


- 7999 - 

COASTAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Santa Rosa standard 
metropolitan statistical area. 1977/78. San Fran- 
cisco, iii, 21p. ill. 


COASTAL AREA LABOR MARKET INFORMATION 
GROUP. Labor market review, Vallejo-Fairfield- 
Napa standard metropolitan statistical area, 
1977/78. San Francisco. ii‘, 21 p. iii. 


- 8001 - 


COLORADO RIVER BOARD. Annual report. 1977, 
[Los Angeles} 15p. ill. 65-65118 
8002 - 


COMMISSION ON AGING. Employment Committee. 
Public hearings, obstacles and opportunities for em- 
ployment of older persons in California, 1978: June 
14 - San Francisco ... June 15 - Sacramento... 
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OFFICE OF STATE CONTROLLER. Division of Account- 
i Estimated shared revemue to be apportioned by 
e State controller. 1979/80. [Sacramento] 
3, 12p. annual, 


- 8112 - 

OFFICE OF STATE CONTROLLER. Division of Account- 
ing. Highway users tax account; estimated apportion- 
ments payable to counties. 1979/ 80. [Sacramento] 
2p. 


- 8113 - 

OFFICE OF STATE CONTROLLER. Division of Account- 
ing. Highway users tax account; revised estimate 
apportionments payable to counties. 1978/79. [Sac- 
ramento] 2p. 


- 8114 - 
OFFICE OF STATE CONTROLLER. Division of Account- 


Supplemental estimate of highway users tax ap- 
portionment under Section 2106, Streets and highways 
code, based on existing agreements under Section 
1979/80. 


2106.5. [Sacramento] sheet. 
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- 8115 - 
OFFICE OF STATE CONTROLLER. Division of Account- 
ing. United States Forest Reserve Fund; apportion- 
ment to counties of State's share of U. S. government 

receipts. 1977/78. [Sacramento, 1) 1. 


- 8116 - 

OFFICE OF TRANSPORTATION LABORATORY. Con- 
trol of slope erosion using fiberglass roving with veg- 
etation; final report [by Martin E. Nolan, Richard J. 
Spring, and Richard B. Howell. Sacramento] 1978. 


vii, 92p. ill. 
Issued in cooperation with Federal Highway Admin- 
istration. 


Available from National Technical Information 
Service, Springfield, Va. 22161. 
FHWA-CA-TL-78-4. 


- 8117 - 

OFFICE OF TRANSPORTATION LABORATORY. De- 
velop and evaluate a substitute for chrome yellow in 
yellow traffic line stripes; final report [by D. R. 
Chatto, Sacramento] 1978. i, 31p. ill. 

Issued in cooperation with Federal Highway Admin- 
istration. 

Available from National Technical Information 
Service, Springfield, Va. 22161. 

FHWA-CA-TL-78-18. 


- 8118 - 

OFFICE OF TRANSPORTATION LABORATORY. Long 
term field behavior of a reinforced earth wall; inter- 
im report [by Jerry C. Chang. Sacramento] 1978. 


vi, 67p. ill. 
Issued in cooperation with Federal Highway Admin- 
istration. 


Available from National Technical Information 
Service, Springfield, Va. 22161. 
FHWA-CA-TL-78-05. 


~ 8119 - 

OFFICE OF TRANSPORTATION LABORATORY. A re- 
view of California structural section design proce- 
dures; final report |by Karl L. Baumeister and Robert 
N. Doty. Sacramento] 1978. ii, 66p. ill. 

Issued in cooperation with Federal Highway Admin- 
istration. 

Available from National Technical Information 
Service, Springfield, Va. 22161. 

FHWA-CA-TL-78-07. 


- 8120 - 
OFFICE OF TRANSPORTATION LABORATORY. Sur- 

face textures for PCC pavements; final report |by 
D. E. Pack and B. F. Neal. Sacramento] 1978. 
v, 63p. ill. 

Issued in cooperation with Federal Highway Admin- 
istration. 

Available from National Technical Information 
Service, Springfield, Va. 22161. 

FHWA-CA-TL-78-14. 


- 8121 - 

PUBLIC EMPLOYEES' RETIREMENT SYSTEM, Board 
of Administration. Annual report to the Governor 
and Legislature. 1977/78. [Sacramento] 20 p. 
ill, 58-17295 


- 8122 - 

PUBLIC UTILITIES COMMISSION. Annual report. 

1977/78. [Sacramento] 128 p. 
Report year ends June 30. 


- 8123 - 
RECIPROCITY COMMISSION. Annual report to the Cal- 
ifornia State Legislature. 24th; 1978. [Sacramen- 
to. 3] 1. 67-65675 


9-14670 


8124 - 

SAN DIEGO STATE UNIVERSITY. Institute of Public 
and Urban Affairs. Job satisfaction among urban 
planners: a preliminary assessment [by] Anthony W. 
Corso, Louis M. Rea [and] James A. Clapp. [San 
Diego, 1978] viii, 76 1. 79-622099 

- 8125 - 

SAN FRANCISCO BAY AREA RESOURCE FOR CANCER 
EPIDEMIOLOGY. Uterine cancer incidence, San 
Francisco Bay area, 1960-1975 [by Donald F. Austin 
and Kathleen M. Roe. Berkeley] 1978. iv, 103 p. 
ill. 

On cover: Vol. 5 #1. 
- 8126 - 

STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. California debt collection man- 
ual. Edited and developed by Victor L. Chuan. 

Berkeley [c1978] xii, 858p. ill. 77-91934 


STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. California practice book. 
Berkeley. 


79-622077 


- 8127 - 

58, suppl. California mechanics' liens and other 
remedies; supplement [by] Frederick W. Flowers, 
Benjamin Hagan, Jr. [and] Orrin F. Finch. Edi- 
tor: Thomas G. Reddy. 1978. xiii, 78 p. 

70-189671 
8128 - 

STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Comparative negligence re- 
visited, a two-hour discussion. Moderator: Jerome 
I, Braun; panelists: Richard H. Carlson [and] John J. 
Corrigan. [Berkeley] 1978. 2 cassettes, 21/2x 
4 in. 


Audiotape syllabus. (Berkeley, 1978] 
v, 24p. 
- 8129 - 

STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Discovery |by| James R. Jen- 
ner. Updateded. Manuel E. Nestle [and] Kathryn 
Mickle Werdegar, editors. Berkeley, 1978. 

xi, 104p. (Its California criminal law practice 
series) ma 75-620068 


- 8130 - 
STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Examining expert witnesses, 
a two-hour discussion. Moderator: Spurgeon Avakian; 
panelists: J. Gary Gwilliam [and] John Lockley. 
[Berkeley] 1978. 2 cassettes. 21/2 x 4 in. 


Audiotape syllabus. 


[Berkeley, 1978] 
v, 31 p. 


- 8131 - 

STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Eyewitness identification [by] 
Louis S. Katz [and] Geoffrey N. Carter. Updated ed. 
Manuel E. Nestle [and] John Bishop, editors. ([Berke- 
ley} 1978. x, 51p. (Its California criminal law 
practice series) 76-620009 


- 8132 - 
STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Injunctions, a two-hour discus- 
Moderator: William A. Ingram; panelists: 


sions. 
Robert L. Maines [and] Frank E. Sieglitz. [Berke- 
ley] 1978. 2 cassettes. 21/2 x 4 in. 


Audiotape syllabus. [Berkeley, 1978] 


v, 55 p. 


- 8133 - 

STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Preparing expert witnesses, a 
two-hour discussion. Moderator: Spurgeon Avakian; 
panelists: J. Gary Gwilliam [and] John Lockley. 
[Berkeley] 1978. 2 cassettes, 2 1/2 x 4 in. 


Audiotape syllabus. [Berkeley, 1978] 


v, 23 p. 


- 8134 - 
STATE BAR OF CALIFORNIA. Committee on Continuing 
Education of the Bar. Will drafting after tax reform, 
a four-hour discussion. Moderator: Albert J. Horn; 
panelists: George H. Cole [and] Thomas S. Jordan, 


Jr. [Berkeley] 1978. 4 cassettes. 21/2 x 4 in. 
—- Audiotape sullabus. [Berkeley, 1978] 
v, 73 p. ill. 


- 8135 - 
STATE BOARD OF EQUALIZATION. Annual report. 
129th; 1977/78. [Sacramento] 64, iii, A 44p. 
Report year ends June 30. 10-11499 


ill. 


STATE BOARD OF EQUALIZATION. Pamphlet. Sac- 


ramento. 


- 8136 - 

Transit taxes effective in three regions: Santa 
Cruz Metropolitan Transit District (SCMT) tax, ef- 
fective January 1, 1979 ... San Francisco Bay 
Area Rapid Transit District (BART) and Santa 
Clara County Transit District (SCCT) taxes remain 
in effect. 1978. 23p. 


44. 


- 8137 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Aircraft valuation data. [Sacramen- 
to} 1978. ii, 39p. (Its Assessors’ handbook. 

AH 587) 


- 8136 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, Glenn 
County, 1978-79 [by Christopher D, Adams and others. 

Sacramento, 1978] v, 43p._ ill. 76-622984 
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- 8139 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, Inyo 
County, 1978-79, a supplemental survey ... [by 
Randy Richert, James E. Barba, and Robert H. Pas- 


chall. Sacramento, 1978] iv, 28p._ ill. 
76-622984 
- 8140 - 


STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, San 
Bernardino County, 1978-79; a supplemental survey 
... [by Christopher Adams and others. Sacramento, 
1978] iv, 49p. ill. 76-622984 


- 8141 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, So- 
lano County, 1978-79, a supplemental survey ... [by 
James E. Barga and others. Sacramento, 1978] 

iv, 35p. ill. 76-622984 


- 8142 - 

STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Assessment practices survey, Ven- 
tura County, 1978-79; a supplemental survey ... [by 
James E. Barga and others. Sacramento, 1978?] 
iii, 44p. ill. 76-622984 


- 8143 - 
STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Equipment index factors & inventory 


ratios. 1979. [Sacramento] iii, 39p. (Its As- 
sesso’<' handbook. AH 581) 
- 8144 - 


STATE BOARD OF EQUALIZATION. Assessment Stand- 
ards Division. Lessors and consignors. [Sacra- 
mento] 1979. ii, 189 p. (Its Assessors’ handbook. 
AH 588) 


- 8145 - 

STATE BOARD OF FORESTRY. Annual report to the 
Legislature, Z'Berg-Nejedly forest practice act of 
1973. 4th-5th; 1977-78. Sacramento. 2 v. 

Fifth is ill. 
- 8146 - 

STATE COMPENSATION INSURANCE FUND. La se- 
guridad y su trabaja. Safety and your job. [Sacra- 
mento, n. d.| unpaged. ill. 


- 8147 - 

STATE DEPT. OF EDUCATION. California school ac- 
counting manual, prepared with the cooperation of the 
California Association of School Business Officials. 
1978 ed. (Sacramento, 1978] various pagings. 

$1.65, plus 6 percent sales tax for Californis resi- 
dents; available from Publications Sales, State Dept. 
of Education, P. O. Box 271, Sacramento, California 
95802. 79-622141 
- 8148 - 

STATE DEPT. OF EDUCATION. Food services rec- 
ordkeeping manual. [Sacramento, 1978] iv, 60 p. 
ill. 

- 8149 - 

STATE DEPT. OF EDUCATION. The future of the deaf- 
blind child, proceedings of special study institutes and 
workshops. [Sacramento, 1978] iv, 60 p. 

79-622100 


- 8150 - 
STATE DEPT. OF EDUCATION. Guide for assessing 
program *ompliance with State and Federal regula- 
tions. Sacramento, 1978. 16, 10, 2p. 


- 8151 - 
STATE DEPT. OF EDUCATION. 
eareer schools in California. 
folder. ill. 


A guide to private 
Sacramento, 1978. 


- 8152 - 

STATE DEPT. OF EDUCATION. Handbook for assess- 
ing an elementary school program. [Sacramento, 
1978] iii, 1, 14, 1143, ill. 

$1.50, plus sales tax for California residents; 
available from Publications Sales, Dept. of Education, 
P. O. Box 271, Sacramento, California 95802. 


- 8153 - 

STATE DEPT. OF EDUCATION. Instructional materi- 
als selection guide; bilingual/bicultural ESL. Sacra- 
mento, 1978. vi, 122 p. 

$5.00, plus 6 percent sales tax for California res- 
idents; available from Publications Sales, State Dept. 
of Education, P. O. Box 271, Sacramento, California 
952802. 


~ 8154 - 
STATE DEPT. OF EDUCATION. 
als selection guide; literature. 
ix, 86 p. 
$5.00, plus 6 percent sales tax for California res- 
idents; available from Publications Sales, State Dept. 
of Education, P. O. Box 271, Sacramento, California 
95802. 


Instructional materi- 
Sacramento, 1978. 


8155 - 
STATE DEPT. OF EDUCATION. The least restrictive 
environment & mainstreaming; a policy statement de- 
veloped and written by the Commission on Special Ed- 
ucation and adopted by the State Board of Education in 
June, 1978. Sacramento, 1978. folder. ill. 
- 8156 - 
STATE DEPT. OF EDUCATION. 


mentary program review teams. 
30 p. 


Procedures for ele- 
[Sacramento, 1978] 


~ 8157 - 

STATE DEPT. OF EDUCATION. Report of the Ad Hoc 
Committee on Integrated Educational Programs. 
{Sacramento, 1978] ix, 8lp. ill. 

$2.60, plus sales tax for California residents; 
available from Publications Sales, State Dept. of Ed- 
ucation, P. O. Box 271, Sacramento, Ca. 95802. 
79-622095 


- 8158 - 
STATE DEPT. OF EDUCATION, Resource catalog for 
proficiency assessment, Ist Rev. ed. [Sacramen- 
to, 1978] iv, 20 p. 


8159 - 

STATE DEPT. OF EDUCATION. Science framework 
for California public schools, kindergarten and grades 
one through twelve, prepared by the State Curriculum 
Framework and Criteria Committee for Science. 
[Sacramento, 1978] xii, 103p. ill. 


- 8160 - 

STATE DEPT. OF EDUCATION. Sharing educational 
success; travelling seminars, 1978, presented by 
ESEA title IV-C and State Facilitator, National Diffu- 
sion Network. [Sacramento, 1978] iv, 67 p. 

- 8161 - 

STATE DEPT. OF EDUCATION. 
school athletic programs. 
x, 38p. ill. 

$2.20, plus sales tax for California residents; 
available from Publications Sales, State Dept. of Edu- 
cation, P. O. Box 271, Sacramento, Ca. 95802. 
- 8162 - 

STATE DEPT. OF EDUCATION. Office of Program 
Evaluation and Research. Profiles schocl district 
performance, 1977-78; a guide to interpretation. 
[Sacramento, 1978] vi, 37p. ill. 


On t, p.: California assessment program. 
79-622115 
- 8163 - 


STATE DEPT. OF EDUCATION. Office of Program 
Evaluation and Research. Student achievement in 
California schools; annual report. 1977/78. [Sac- 
ramento] iv, 156p. ill. 

$1.25, plus sales tax for California residents; 
available from Publications Sales, State Dept. of Edu- 
cation, P. O. Box 271 Sacramento, Ca. 95802. 


- 8164 - 

STATE FIRE MARSHAL. Approved list, flame-retard- 
ant application concerns, fabrics, materials, and 
chemicals. Sept. 1, 1978. [Sacramento] 123 p. 
annual, 50-63402 


State guidelines for 
{Sacramento, 1978] 


- 8165 - 

STATE LANDS COMMISSION. EIR/EA Shell OCS beta 
unit development, prepared [in cooperation with] Port 
of Long Beach, U. S. Geological Survey [and] WEST 
WESTEC Services, Inc. Sacramento, 1978. 2v. 
ill. 

Contents. 1. Environmental setting. —v. 2. 
Impact assessment, 79-622090 


- 8166 - 

STATE WATER RESOURCES CONTROL BOARD. An 
agreement between the State of California and the 
U. S. Environmental Protection Agency, Region IX, 
on the development and implementation of the Califor- 
nia State Water Quality Management Program for 
State fiscal year 1978-79, Federal fiscal year 1979. 
[Sacramento, 19787] iii, 22, Al, B2p. ill. 


Cover title: State-EPA agreement. 79-622504 
STATE WATER RESOURCES CONTROL BOARD. Pub- 
lication. [Sacramento] 
- 8167 - 


60. Trace elements in seafood organisms around 
southern California municipal wastewater outfalls, 
by David R. Young [and others. 1978] vi, 104p. 
ill. 79-622091 

- 8168 - 

[TRUSTEES OF THE] CALIFORNIA STATE UNIVERSITY 
AND COLLEGES. Office of the Chancellor. The 
California State University and Colleges union list of 
periodicals. 9thed. Long Beach, 1978. 461 p. 
ill. 


$8.00. 79-622312 


UNIVERSITY OF CALIFORNIA. Publications. Near 
Eastern studies. Berkeley, University of California 
Press. 


- 8169 - 

v. 20. Five tracts of Hasan al-Banna’ (1906-1949) a 
selection from the Majmii ‘at Rasa' al-Imam al- 
Shahid Hasan al-Bann#. Translated from the 
Arabic and annotated by Charles Wendell. [c1978] 
180 p. ill. 77-83119 


UNIVERSITY OF CALIFORNIA. Publications in geog- 
raphy. Berkeley, University of California Press. 
- 8170 - 
v. 22. Colonial Manila, the context of Hispanic urban- 
ism and process of morphogenesis, by Robert R. 
Reed. [c1978] xiv, 129p. ill. 77-80476 


UNIVERSITY OF CALIFORNIA. Publications in linguis- 
tics. Berkeley, University of California Press. 
- 8171 - 
v. 89. Wikchamni grammar, by Geoffrey Gamble. 
{c1978] xii, 144p. ill. 77-085666 


UNIVERSITY OF CALIFORNIA. Publications in zoology. 
Berkeley, University of California Press. 


- 8172 - 

v. 109. A revision of the marine nematodes of the su- 
perfamily Draconematoidea Filipjev, 1918 (Nema- 
toda: Draconematina) by M. W. Allen and E. M. 
Noffsinger. [c1978] vii, 133p. ill. 

77-83108 


- 8173 - 
UNIVERSITY OF CALIFORNIA. Treasurer's annual re- 
port. 110th; 1977/78. Berkeley. 26p. ill. 
Report year ends June 30, 


UNIVERSITY OF CALIFORNIA, Berkeley. Giannini 
Foundation of Agricultural Economics. Giannini 
Foundation research report. [Berkeley] 


- 8174 - 

326. Some effects of alternative energy policies on 
California annual crop production, by Richard M. 
Adams, Warren E. Johnston and Gordon A. King. 
[1978] v, 97p. ill. 


At head of title: University of California, Davis. ‘ 


Dept. of Agricultural Economics. 79-622126 
- 8175 - 

UNIVERSITY OF CALIFORNIA, Berkeley. Institute of 
Governmental Studies. California's demand for li- 
brarians: projecting future requirements [by] Michael 
D. Cooper. Berkeley, 1978. xv, 128p. ill. 

78-8919 


- 8176 - 
UNIVERSITY OF CALIFORNIA, Berkeley. Institute of 
Governmental Studies. Four persistent issues; es- 


Says on California's land ownership concentration, 
water deficits, sub-state regionalism, and congres- 
sional leadership [by] Paul W. Gates [and others] 
Berkeley, 1978. ix, 79p. 


78-17964 


UNIVERSITY OF CALIFORNIA, Berkeley. Institute of 
International Studies. Policy papers in international 
affairs. Berkeley. 

- 8177 - 

8. U. S. foreign policy in sub-Saharan Africa: nation- 
al interest and global strategy [by] Robert M. 
Price. [c1978] v, 69p. 

$2.25. 7178-65499 
8178 - 

9. East — west technology transfer in perspective 
J. Carrick. [c1978] xi, 93 p. 

75. 


78-78134 


' UNIVERSITY OF CALIFORNIA, Berkeley. Institute of 


Urban and Regional Development. Working paper. 
Berkeley. 


~ 8179 - 

290. Mapping the land use and energy policy terrain: 
land use and energy conflicts [by] David E. Dowall. 
1978, 25p. 79-622122 

- 8180 - 

291. Risk-taking considered in a community ecology 
framework [by] Richard L. Meier. 1978. 

vii, 29p. ill. 79-622123 
- $181 - 

292. Social networks and older women [by] Ann 

Stueve and Claude S. Fischer. 1978. 44p. ill. 


- 8182 - 
293. The spread of violent crime from city to coun- 
tryside, 1955-1975 [by] Claude S. Fischer. 1978. 
37 p. ill. 79-622125 


UNIVERSITY OF CALIFORNIA, Berkeley. Institution of 


Transportation Studies. Library. Library refer- 
ences. [Berkeley] 


- 8183 - 
79-1. Transportation in West Africa: a bibliography, 
compiled by Daniel Krummes, 1979. i, 21p. 
79-622092 


UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Anthology. Los Angeles. 


- 8184 - 
1. Essays on la mujer. Edited by Rosaura Sanchez 
[and] Rosa Martinez Cruz. [c1977, 1978] 
vi, 194p. 79-622157 


UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 

Studies Center. Document. Los Angeles. , 

~ 8185 - 

5. Immigration and public policy: human rights for 
undocumented workers and their families, com- 
piled with the assistance of the National Coalition 
for Fair Immigration Laws and Practices. Ed- 
ited by Antonio José Rios-Bustamante. yaaeet | 
vi, 4001p. ill. 79-62216 


- 8186 - 
UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Floricanto en aztlan. Poetry by 
Alurista; art by Judith Hernandex. [2ded. Los 


Angeles, c1971, 1976] 100 columns. ill. (Its Pub- 


lications. Creative series) 79-622076 
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- 8187 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. México, a selected bibliography of 
sources for Chicano studies [by] David R. Maciel. 

Los Angeles, 1975. ix, 38p. (Its Bibliographic and 
reference series) 79-622158 


UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Monograph. Los Angeles. 


- 8188 - 
6. Humanidad, essays in honor of George I. Sanchez. 
Edited by Américo Paredes. |cl1977] ix, 144p. 
ill. 77-152732 


- 8189 - 

Chicanos in higher education: status and issues, 
prepared by Ronald W. Lopez, Arturo Madrid- 
Barela [and] Reynaldo Flores Macias for the Na- 
tional Chicano Commission on Higher Education. 
[c1976] xxiv, 199p. ill. 79-622160 


- 8190 - 
Chicano workers: their utilization and develop- 
ment [by] Fred E. Romero. [c1979] xii, 160 p. 
ill. 79-622161 

- 8191 - 
Mexicano/Chicano concerns and school desegrega- 
tion in Los Angeles |by| Carlos Manuel Haro. 
[c1977, 1979] vi, 92p. ill. 79-622162 


UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Occasional paper. Los Angeles. 


1. Criticisms of traditional postsecondary school ad- 
missions criteria: a search for alternatives |by] 
Carlos Manuel Haro. [c1978] vi, 57 p. 

79-622154 
- 8193 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Perspectivas en Chicano studies I; 
papers presented at the third annual meeting of the 
National Association of Chicano Social Science, 1975. 
General editor, Rehnaldo Flores Macias. [Los 
Angeles, cl977| ix, 254p._ ill. 

Issued in cooperation with the National Association 
of Chicano Social Science, the National Council of La 
Raza, and the Amauta-National Center for Chicano 
Studies Research. 79-622156 


- 8194 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Chicano 
Studies Center. Selected bibliography for Chicano 
studies [by] Juan Gémez-Quifiones [and] Albert Cam- 
arillo. 3ded. Los Angeles, 1975. vi, 52p. (its 
Bibliographic and reference series) 79-622155 


~ 8195 - 
UNIVERSITY OF CALIFORNIA, Los Angeles. Graduate 
School of Management. Faculty & administrative of- 
ficers. |Los Angeles} 1978. 35p. ill. 


- 8196 - 
UNIVERSITY OF CALIFORNIA, Los Angeles. Graduate 
School of Management. The UCLA business forecast 
for the Nation and California; proceedings of the An- 
nual Business Forecasting Conference. 26th; 1977. 
Los Angeles. v,118p. ill. 
$25.00. 


66-64657 


- 8197 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Graduate 
School of Management. Housing, Real Estate, and 
Urban Land Studies Program. Current and future di- 
rections of real estate and urban development in the 
United States. Edited by Frank G. Mittelbach. Los 
Angeles, 1978. i, 100 p. ill. (Its Real estate 
chair lecture series) — 

On cover: Proceedings II. 
- 8198 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Graduate 
School of Management. Housing, Real Estate, and 
Urban Land Studies Program. Public sector impacts 
on housing and real estate: issues and problems. Ed- 
ited by Fred E. Case and Frank G. Mittlebach. Los 
Angeles, 1976. v, 72p. ill. (Its Real estate 
chair lecture series) 7 79-622112 

- 8199 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. Institute 
of Industrial Relations. Minorities in the labor mar- 
ket; proceedings of a conference held March 31- 

April 1, 1977, at Los Angeles, California. Edited 
by Paul Bullock. Los Angeles [1978] x, 119 p. 
ill. 79-622113 


UNIVERSITY OF CALIFORNIA, Los Angeles. Institute 
of Industrial Relations. Monograph series. Los 
Angeles. 


79-622145 


- 8200 - 

21. The Public Service Alliance of Canada: a look at 

a union in the public sector, by Maurice Lemelin. 

xiii, 184p. ill. 
$6.50. 


79-622143 
- 8201 - 

UNIVERSITY OF CALIFORNIA, Los Angeles. William 
Andrews Clark Memorial Library. The Renaissance 
man in the eighteenth century, papers read at a Clark 
Library Seminar, 9 October, 1976, by J. A. Leo 
Lemay [and] G. S. Rousseau. Los Angeles, 1978. 
xi, 139 p. ill. 79-622144 


- 8202 - 
UNIVERSITY OF CALIFORNIA, San Diego. Center for 
Music Experiment and Related Research. - 
report. |San Diego, 1978?| unpaged. ill. 


- 8203 - 
UNIVERSITY OF CALIFORNIA, San Diego. Scripps In- 


stitute of Oceanography. Library. Contributions. 
Vol. 47; 1977. La Jolla. 2v. ill. annual. 


42-43485 


- 8204 - 

UNIVERSITY OF CALIFORNIA, Santa Barbara. 
Soundings. Vol. 10; 1979. Santa Barbara. 
ill. annual. 

$2.00. 


Library. 
p. 


COLORADO 


[AGRICULTURAL] EXPERIMENT STATION, Fort Col- 
lins. Bulletin. Fort Collins. 


- 8205 - 
5688S. Projected livestock - feed balances for Colora- 
do, 1980, 1985, 2000 [by] J. H. Lewis [and] D. D. 
Sharp. 1979. 23p. ill. 


8. 
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[AGRICULTURAL] EXPERIMENT STATION, Fort Col- 
lins. Technical bulletin. Fort Collins. 


- 8206 - 
133. Probable effects of SO, on agricultural crops 
[by] Rodney K. Heitschmidt [and others] Prepared 


for Colorado Dept. of Agriculture. 1978. 7p. 
- 8207 - 
CIVIL RIGHTS COMMISSION. Activities. 1977/78. 
[Denver] 20p. ill. 78-645080 
COLORADO SCHOOL OF MINES, Golden. Quarterly. 


[Golden] 


- 8208 - 
v. 73, no. 4. Studies of a geothermal system in north- 
western Nevada. Pt. 2. Edited by George V. 


Keller and L. Trowbridge Grose. c1978. 
v, ill. 
$7.50. 78-16662 


- 8209 - 
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044. DeKalb County. 
078. Jackson County. 
093. Lumpkin County. 
080. Jeff Davis County. 1977. 
103. Montgomery County. 1977 
155. Whitfield County. 1977. 


- 8330 - 

DIVISION OF MENTAL HEALTH AND MENTAL RETAR- 
DATION. Prevention Unit. Life skills for mental 
health, ages 15-18 [prepared] in cooperation with the 
State Dept. of Education. [Athens, Dept. of Confer- 
ences, Center for Continuing Education, University 
of Georgia] 1977. 93p._ ill. 


FOREST RESEARCH COUNCIL. Report. [Atlanta] 
- 8331 - 

36 A. GASPLY: a computer model for Georgia's fu- 
ture forest, by Vernon L. Robinson, Albert A. 
Montgomery, and James D. Strange. 1978. 
ill. 


21p. 


8332 - 
GEORGIA INSTITUTE OF TECHNOLOGY, Atlanta. a 
neering Experiment Station. Georgia Tech K 


Solar thermal test facility [by] J. D. Walton, Jr., S. 


H. Bomar, Jr. [and] N. E. Poulos. Atlanta, 1976. 


i. 


- 8333 - 
GEORGIA INSTITUTE OF TECHNOLOGY, Atlanta. 
Price Gilbert Memorial Library. Abstracts of the- 
ses. Vol. 14; 1975-76. Atlanta. vii, 119p. ill. 


GEORGIA STATE UNIVERSITY, Atlanta. Office of Insti- 
tutional Planning. Institutional research report. 
Atlanta. 


- 8334 - 
79-8. Georgia State University spending patterns and 
the Atlanta economy, by Charles D. Salley. 1978. 
171. ill. 


8335 - 
OFFICE OF PLANNING AND BUDGET. Amended budg- 
et report for the fiscal year ending June 30, 1978. 
[Atlanta, 1978] 113 p. 79-622411 


~ 8336 - 
OFFICE OF PLANNING AND BUDGET. Budget report, 
fiscal year 1979. [Atlanta, 19787] 701p. ill. 
79-622414 


~ 8337 - 
OFFICE OF PLANNING AND BUDGET. Capital budget 
report, fiscal years 1979-1982. 19787] 
109 p. 79-622413 


UNIVERSITY OF GEORGIA, Athens. 
sion Service. Bulletin. Athens. 


Cooperative Exten- 


- 8838 - 
810. Tobacco growth disorders [by Robert L. Miles 
Charles W. Swann, and William H. Hogan. 1978] 
24p. ill. (Its Agronomy 1-1) 


UNIVERSITY OF GEORGIA, Athens. Institute of Com- 
munity and Area Development. C:mmunity social 
analysis series. Athens. 


- 8339 - 

12. Albany-Dougherty County survey, a community 
social analysis, by H. Max Miller, Harold L. Nix, 
and George S. Brooks. Sponsored locally by 
Dougherty County and Albany City commissions 
through the Albany-Dougherty County Goals Com- 
mittee. 1978. vi, 87p. 

Issued in cooperation with Dept. of Sociology, 
University of Georgia. 


GUAM 


8340 - 
BUREAU OF PLANNING. Kabales na planu para Guahan. 
Guam comprehensive development plan. [ Agana, 


1978] v, 206p. ill. 
Text in Chamorro and English. 79-622311 


HAWAII 


- 8341 - 
The program structure, State of Hawaii. 
1978. 42p. 


[Honolulu] 


HAWAII 
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HAWAII 


AGRICULTURAL EXPERIMENT STATION, Honolulu. 


Miscellaneous publication. 
- 8342 - 
161. The legume/Rhizobium symbiosis in tropical 
agriculture: a selective bibliography with annota- 
tions, by John Bose II. Compiled for the Univer- 
sity of Hawaii NifTAL Project; Paia, Maui, Hawaii. 
1978. iv, 193 p. 79-622236 
AGRICULTURAL EXPERIMENT STATION, Honolulu. 
Research bulletin. [Honolulu] 


- 8343 - 
190. Report of analyses of commercial pesticide 
formulations. 1977. 29p. 


[Honolulu] 


8344 - 
AIR TRANSPORTATION FACILITIES DIVISION. Ke'ehi 
Lagoon recreation plan; summary [by Aotani & Asso- 
ciates. Honolulu, 1977] folder. ill. 


- 8345 - 

AIR TRANSPORTATION FACILITIES DIVISION. Molo- 
kai Airport site study, prepared by R. M. Towill 
Corporation in association with Peat, Marwick, 
Mitchell & Co. [Honolulu] 1978. xiii, 91, A3, B26, 
C111. ill. 

- 8346 - 

DEPT. OF EDUCATION. Office of Instructional Serv- 
ices. General Education Branch. Language arts 
strategies for basic skills, K-2. [Honolulu] 1978. 
vii, 113 p. (Dept. of Education. RS 78-6377) 


- 8347 - 

DEPT. OF EDUCATION. Office of Instructional Serv- 
ices. Occupational Development and Student Services 
Branch. Administrative guide, driver education pro- 
gram. [Honolulu] 1978. vi, 110p. ill. (Dept. of 
Education. RS 78-6850) 


~ 8348 - 

DEPT. OF EDUCATION. Office of Instructional Serv- 
ices. Occupational Development and Student Services 
Branch. Annual descriptive report ... for 
vocational-technical education. 1977/78. [Honolu- 

lu] i, 85p. (Dept. of Education. RS 78-6707) 


- 8349 - 

DEPT. OF EDUCATION. Office of Instructional Serv- 
ices. Occupational Development and Student Services 
Branch. Business education learning activities pack- 
et for distributive education. [Honolulu] 1978. vari- 

ous pagings. ill. (Dept. of Education. RS 78- 

6833) 


DEPT. OF EDUCATION. Office of Instructional Serv- 


ices. Occupational Development and Student Services 


Branch. Information & dissemination series. [Hon- 
olulu 


- 8350 - 
4. Experimental developmental and demonstration; 
programs, projects, and activities. 1978. 
i, 29 p. 


- 8351 - 
5. Compensatory education in Hawaii; programs, 
projects & activities. 1978. ii, 25p. (Dept. 
of Education. RS 78-6721) 


- 8352 - 
6. Practical arts & vocational-technical education in 
Hawaii; programs, projects & activities. 1978. 
ii, 25p. (Dept. of Education. RS 78-6752) 


DEPT. OF HEALTH. Research and Statistics Office. 
Population report. [Honolulu] 


- 8353 - 

11. Population characteristics of Hawaii, 1977; a re- 
port based on the Hawaii Health Surveillance Pro- 
gram survey [by Paul T. Kawaguchi, Sharon Nishi, 
and Robert C, Schmitt] 1979. 26p. 

79-622237 


DEPT. OF HEALTH. Research and Statistics Office. 


R&Sreport. [Honolulu] 
- 8354 - 
25. Teenage conceptions in Hawaii, 1976, by Kazue 
K. McLaren. 1978. 10p. 79-622239 
- 8355 - 


DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
Garment manufacturing in Hawaii ... prepared by 
Kurt Salmon Associates, Inc. [Honolulu] 1979. 

245 p. ill. 79-622407 


- 8356 - 
DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
The State of Hawaii data book; a statistical abstract. 
1978. [Honolulu] ii, 3799p. annual. 68-66724 


- 8357 - 
DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
Planning Division. Status report, capital improve- 
Dec. 31, 
75-640374 


ments program, construction summary. 
[Honolulu] 


1978. 126 p. ill. 
- 8358 - 
DEPT, OF PLANNING AND ECONOMIC DEVELOPMENT. 
Planning Division, Status report, capital improve- 
ments program; financial summary. Sept. 30, 1978. 
Prepared with the Cooperation of the Dept. of Account- 
ing and General Services. [Honolulu] 453p. ill. 
78-640663 


DEPT. OF PLANNING AND ECONOMIC DEVELOPMENT. 
Research and Economic Analysis Division. Statisti- 
cal report. [Honolulu] 


- 8359 - 
128. County trends in Hawaii, 1960-1978. 1978. 
unpaged. 79-622240 
- 8360 - 
129. Government construction contracts awarded in 
Hawaii, 1961-1978. 1978. [9]p. 79-622241 


- 8361 - 

DEPT. OF TAXATION. Property Technical Office. 
Hawaii's assessment-sales ratio study, 1978. Hon- 
olulu, 1979. 221. 


- 8362 - 
DEPT. OF TAXATION. Tax Research and Planning, 
Hawaii income patterns, corporations. 1975. [Hon- 
olulu] 54, xiiip. ill. annual. 


- 8363 - 
DEPT. OF TAXATION. Tax Research and Planning. 


Liquid fuel tax base & tax collections. 1978. [Hon- 
olulu. 4]p. annual, 
- 8364 - 
DEPT. OF TAXATION. Tax Research and Planning. 
‘ Liquor tax base, collections and permits. 1978. 
[Honolulu] sheet, annual. 
- 8365 - 


DEPT. OF TAXATION. Tax Research and Planning. 


State tax collections and distribution. 1978. [Hon- 
olulu] sheet. annual. 
- 8366 - 
ECONOMIC DEVELOPMENT DIVISION. Expanding Ha- 
waii's electronics industry. [Honolulu] 1979. vari- 
ous pagings. ill. 79-622235 


- 8367 - 

GOVERNOR. The multi-year program and financial 
plan and executive budget, for the period 1979-1985 
(budget period: 1979-1981) [Honolulu] 1978. 3v. 

Contents. —v. 1. General information; economic 
backdrop; financial summaries; financial plan and ex- 
ecutive budget; capital improvement project appropri- 
ations. ——v. 2. Program details: department and 
statewide totals, economic development, employment, 
transportation, environmental protection, health, so- 
cial problems.-—v. 3. Program details: formal edu- 
cation, culture & recreation, public safety, individual 


rights, government-wide support. 79-622197 

8368 - 
HOUSING AUTHORITY. Composite report. 1977/78. 

[Honolulu] 42 1. 

Report year ends June 30. 

- 8369 - 
INSURANCE DIVISION. Report of the insurance com- 
missioner of Hawaii. 1977/78, [Honolulu] 63 p. 


annual. 
Report year ends June 30, 
Includes Summary of insurance business, 1977. 


61-63274 
- 8370 - 
MOTOR VEHICLE INSURANCE DIVISION. Annual re- 
port to the Legislature. 1977/78. [Honolulu] 
27 1. + 
Report year ends June 30. 
- 8371 - 


OFFICE OF MANPOWER PLANNING. Report on the 
State program for the unemployed ... transmitted to 
the tenth Legislature. [Honolulu] 1979. 35p. ill. 

79-622408 


- 8372 - 
PUBLIC WELFARE DIVISION. 
Honolulu, 1978. 


Food stamp program. 
various pagings. 

- 8373 - 
PUBLIC WELFARE DIVISION. New food stamp policy. 


Honolulu, 1979. unpaged. 


- 8374 - 

STATE COMMISSION ON POPULATION AND THE HA- 
WAIIAN FUTURE. Annual report. 1978. [Hono- 
lulu] ii, 11 p. 

- 8375 - 


STATE ENERGY OFFICE. Consumer awareness in 
solar energy; workshop proceedings ... December 1, 


1977. [Honolulu] 1978. vi, 70p.+ ill. 
79-622242 
- 8376 - 
STATE MANPOWER SERVICES COUNCIL, Annual re- 


port to the Governor of State Manpower Services Coun- 
cil and Commission on Manpower and Full Employ- 
ment, 4th; 1978. Honolulu. v, 7lp._ ill. 
78-645095 
- 8377 - 
STATE SENIOR CENTER. Annual report. 9th; 1977/78. 
Honolulu. ii, 38, Al7, Bi2, C13 p. ill. 


- 8378 - 
STATEWIDE TRANSPORTATION COUNCIL. The State- 
wide transportation plan. [Honolulu] 1978. 2 v. 
Vol. 1 is ill.; vol. 2 has distinctive title: Trans- 
portation capital improvement needs, 1979-1985. 
Issued in cooperation with the Dept. of Transpor- 
tation. 79-622410 


UNIVERSITY OF HAWAII, Honolulu. Cooperative Exten- 


sion Service. Miscellaneous publication, [Honolulu] 
- 8379 - 
143. Proceedings, Beef Cattle Field Day. 10th; 
1976. 44p. annual. 


UNIVERSITY OF HAWAII, Honolulu. Hawaii Institute of 
Geophysics. HIG. [Honolulu] 


- 8380 - 

78-10. Ala Moana Beach erosion: monitoring and 
recommendations, by J. Frisbee Campbell and 
Ralph Moberly. Prepared for Harbors Division, 
Dept. of Transportation. 1978. vii, 211. ill. 


UNIVERSITY OF HAWAII, Honolulu. Hawaii Natural En- 
ergy Institute. Technical report. Honolulu. 


- 8381 - 
8. Preliminary laboratory experimentation on the po- 


tential of mass-scale cultivation of a high-protein 
blue-green alga, Spirulina geitleri, utilizing cattle 
feedlot manure; project completion report, by Mi- 
chael T. Santerre, Gordon L. Dugan [and] Patrick 
K. Takahashi. 1978. ii, 21 p. ill. 

Issued in cooperation with Dept. of Planning and 
Economic Development. 


HAWAII 
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UNIVERSITY OF HAWAII, Honolulu. Industrial Relations 
Center. Occasional publication. [Honolulu] 


- 8382 - 
131. Duration of collective bargaining agreements in 
Hawaii. 1979. By Helene S. Tanimoto. 29 p. 
ill, annual. 69-65722 


- 8383 - 


UNIVERSITY OF HAWAII, Honolulu. Sea Grant Program. 


The limu eater, a cookbook of Hawaiian seaweed, by 
Heather J. Fortner. [Honolulu] 1978. ix, 107 p. 
ill. (Sea grant miscellaneous report. UNIHI-SEA- 
GRANT-MR-79-01) 79-622406 


- 8384 - 


UNIVERSITY OF HAWAII, Honolulu. Sea Grant Program. 


Proceedings of the annual Student Symposium on Ma- 


rine Affairs. 4th; 1979. [Honolulu] vi, 285p. ill. 


UNIHI-SEAGRANT-MR-79-02. 


UNIVERSITY OF HAWAII, Honolulu. Sea Grant Program. 


Working paper. Honolulu. 
- 8385 - 
38. Novel approaches to the use of land plants in the 
sea, by Sanford M. Siegel [and] Barbara Z. Siegel. 
1979. 151. ill. 


- 8386 - 
UNIVERSITY OF HAWAII, Honolulu. Water Resources 
Research Center. Collected reprints. Vol. 4; 
1975-77. Honolulu. 164p. ill. 


UNIVERSITY OF HAWAII, Honolulu. Water Resources 
Research Center. Technical memorandum report. 
Honolulu. 


- 8387 - 

56. Rotating disc sewage treatment systems for 
suburban developments and high-density resorts of 
Hawai'i, by Garry T. Griffith, Reginald H. F. 
Young [and] Michael J. Chun. 1978. v, 14p. 
ill. 


IDAHO 


AGRICULTURAL EXPERIMENT STATION, Moscow. 
Progress report. [Moscow] 
~ 8388 - 

204, Seed yields of Kentucky bluegrass as influenced 
by methods of post-harvest residue removal [by] 
R. D. Ensign, V. G. Hickey, and M, D. Bernardo. 
1978. 23p. ill. 

Issued by its Dept. of Plant and Soil Sciences, 


- 8389 - 


205. The effect of terraces on dryland farming in 
southeastern Idaho [by] Charles L. Miller [and 
others} 1979. 28p. ill. 


BOISE STATE UNIVERSITY. Dept. of English. 
Western writers series. Boise. 


- 8390 - 


21. Edward F. Ricketts, by Richard Astro. c1976. 
48 p. 
$1.50. 7176-46147 


- 8391 - 


22. Bill Nye: the western writings, by David B. 
Kesterson. c1976. 48 p. 


$1.50. 76-45132 
- 8392 - 
23. Gertrude Atherton, by Charlotte S. McClure. 
c1976. 47p. 
$1.50. 7176-45133 


- 8393 - 


24. Hamlin Garland: the Far West, by Robert Gish. 
c1976. 48p. 
$1.50. 7176-45134 


- 8394 - 
25. John G. Neihardt, by Lucille F. Aly. c1976. 
48 p. 
$1.50. 76-45135 


- 8395 - 
26. E. W. Howe, by Martin Bucco. c1977. 48 p. 
$2.00. 77-76322 

- 8396 - 


27. George Catlin, by Joseph R. Millichap. 1977. 
48 p. 
$2.00. 77-76200 


- 8397 - 
28. Josiah Gregg and Lewis H. Garrard, by Ed- 
ward Halsey Foster. cl977. 48 p. 
$2.00. 7177-76324 


- 8398 - 


29. Edward Abbey, by Garth McCann. c1977. 
47 p. 


$2.00. 77-76321 


- 8399 - 


30. Charles Warren Stoddard, by Robert Gale. 
c1977. 49p. 


$2.00. 77-76320 
- 8400 - 


31. Virginia Sorensen, by L. L. Lee and Sylvia 
B. Lee. cl1978. 


$2. 00. 78-052559 


- 8401 - 


Henry Lewis, by Abe C. Ravitz. 1978. 
p. 


$2.00. 78-052560 


- 8402 - 
33. Charles Alexander Eastman (Ohiyesa), by 
Marion W. Copeland. c1978. 43 p. 


$2.00. 78-052562 
- 8403 - 
34. Ruth Suckow, by Abigail Ann Hamblen. c1978. 
48 p. 
$2.00. 78-052563 
- 8404 - 
35. Don Berry, by Glen A. Love. c1978. 46 p. 
$2.00. 78-052564 
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- 8405 - 
BOISE STATE UNIVERSITY. School of Health Sciences. 


Handbook for preprofessional students. |Boise, 
37p. ill. 


- 8406 - 
BUREAU OF CHILD HEALTH. Adult cystic fibrosis 
program. Boise, 1978, [1]1. 


~ 8407 - 

BUREAU OF COMPENSATORY EDUCATION, State 
annual evaluation report, Title 1 ESEA, migrant edu- 
cation, 1977/78, [Boise] 31, vl. ill. 

Cover title: Migrant education evaluation report... 


~ 8408 - 

BUREAU OF COMPENSATORY EDUCATION, Indian 
Education Staff. Indian education, State annual eval- 
uation report. 1977/78. [Boise] 621. ill. 

Cover title: Idaho Indian education annual report, 


- 8409 - 
BUREAU OF PREVENTATIVE MEDICINE, Kawasaki 
disease. Boise, 1978. 2p. 


- 8410 - 
BUREAU OF VITAL STATISTICS. Annual summary of 
vital statistics, 1977. [Boise] iv, 92p. ill. 
Cover title: Idaho vital statistics, 


- 8411 - 


DEPT. OF EMPLOYMENT. Occupational guide series, 
Boise. 


Licensed practical nurse, 1978. 18p. ill. 


~ 8412 - 

DEPT. OF FISH AND GAME, Idaho big game hunting 
seasons and regulations. 1977. Boise. folder. 
ill. 

- 8413 - 
DEPT. OF FISH AND GAME, Idaho controlled hunt 


seasons and regulations. 1977. Boise. folder. 
ill. 


- 8414 - 
DEPT. OF FISH AND GAME. Salmon seasons and 
regulations. 1975. Boise. folder. ill. 


~ 8415 - 

DEPT. OF HEALTH AND WELFARE. Bureau of Labo- 
ratories. Premarital rubella blood screening re- 
quirement. [Boise] 1978, [1]1. 

Issued in cooperation with Bureau of Preventative 
Medicine, 


8416 - 


DEPT. OF WATER RESOURCES. Revolving develop- 
ment account, rules and regulations, Boise, 1978, 
5 p. 


- 8417 - 
DEPT. OF WATER RESOURCES, 
account, rules and regulations. 


Water management 
Boise, 1978, 4p. 


- 8418 - 
DIVISION OF INDIAN EDUCATION, A zany look at 
638 & JOM or "happiness is a JOM 638 book 4 u."" 
[Boise, n.d.] unpaged. ill, 


- 8419 - 
STATE DEPT. OF EDUCATION, Financial summaries, 
Idaho school districts, 1977/78. Boise, ii, 155 p. 
Report year ends June 30, 60-63291 


- 8420 - 
STATE DEPT. OF EDUCATION, Division of Federal 


Programs, Title IV-C Elementary secondary edu- 
Cation act, project abstracts. [Boise] 1979. 45 p. 
ill, 


Cover title: Idaho ESEA Title IV-C program ab- 
stracts, 1978-1979, 
- 8421 - 
STATE DEPT. OF EDUCATION, Division of Instruction, 


Operational guidelines for the Idaho Talent Bank, pre- 
pared by Richard Kay. [Boise] 1979, 201. 
Cover title: Operation Talent Bank. 


- 8422 - 
STATE DEPT. OF EDUCATION, Finance Division, 
Tabulation of tax levies for school purposes, 
1978/79. Boise, 111, 61-63731 


~ 8423 - 
STATE LIQUOR DISPENSARY. Annual report. 


1977/78. [Boise] x, 39p. ill. 
Report year ends June 30, 
- 8424 - 
TAX COMMISSION, Annual report. 34th; 1978, 
[Boise] v, 106p. ill. 47-32622 


- 8425 - 
TREASURY DEPT. National forest income apportion- 
ment - 257, 1978. [Boise, 4]1. annual, 


~ 8426 - 
UNIVERSITY OF IDAHO, Moscow. Water Resources 
Research Institute. Simulation of soil erosion in 
the Palouse Prairie of the Pacific Northwest, by 
Kyung Hak Yoo, under the direction of Myron Molnau. 
Submitted to U. S. Office of Water Research and 
Technology. Moscow [1978] ix, 115 p. ill. 


ILLINOIS 


- 8427 - 

AGRICULTURAL EXPERIMENT STATION, Urbana. 
Soil survey of St. Clair County, Illinois [by D. L. 
Wallace. Urbana, 1978] iii, 114, 101 p. ill. 

Issued in cooperation with the U.S. Soil Conser- 
vation Service. 


- 8428 - 

APPELLATE COURT. Illinois appellate reports, third 
series, official reports of the Illinois Appellate 
Courts. Vol. 63; 1978. Bloomington, Legal Divi- 
sion/Pantagraph Printing. xxi, 1146 p. 

Title on spine: Illinois Appellate Court reports, 
1-25700 
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- 8429 - 

ARTS COUNCIL. Planning for the arts, "magic to 
stir men's blood;"' proceedings of the third annual 
Winter Conference on Planning [held] January 1978. 
Claire Greene, editor. [Springfield, 19787] 

iii, 74p. ill. 
Issued in cooperation with the Bureau of Planning 
Research, University of Illinois. 79-622166 
- 8430 - 

BUREAU OF COUNTY FAIRS, Illinois county fairs; 
recapitulation of the reports of the agricultural and 
industrial fairs receiving aid from the State of Illinois. 
1978. [Springfield] 82p. annual. 

- 8431 - 
BUREAU OF EMPLOYMENT SECURITY. Research and 


1978/79. |By Martin Kodrich and Gerald Walker. 
Springfield| 30 p. ill. 


- 8432 - 

BUREAU OF EMPLOYMENT SECURITY. Research and 
Analysis [Division] Publications and Project Develop- 
ment Section, Publications Unit, Veterans in 
Iilinois. 1977, [Springfield] 401. ill, annual. 

- 8433 - 

CHICAGO AREA LABOR MARKET INFORMATION UNIT. 
Where wokers work in the Chicago standard metro- 
politan statistical area, a survey of employment 
covered under the Illinois Unemployment insurance 


act, 1972-1976. Chicago [1976] 80p. ill. 
- 8434 - 

COMMISSION ON CHILDREN. Study, Southern Illinois 
Children's Service Center, Hurst-Bush, Illinois. 
Springfield, 1976. 47p. 

‘ 
~ 8435 - 


COMMITTEE FOR ENERGY AND ARCHITECTURE. 
Solar house design competition, the new residence, 
1977. (Springfield, n.d.] unpaged. ill. 

Available from: Illinois Institute of Natural Re- 
sources, 222 S. College St., Springfield, IL 62706, 
or The Solar Store, Inc., P. O. Box 841, Peoria, 
IL 61652. 79-622525 


- 8436 - 
COMMUNITY COLLEGE BOARD, Directory for the 
Illinois public community college system, 1978-1979. 
Springfield, 1978. ii, 25p. ill. 


- 8437 - 
COMMUNITY COLLEGE BOARD, 
trative salary survey, 1978/79. 
iii, 36, 2p. ill. 


Faculty and adminis- 
Springfield, 
74-647568 
- 8438 - 
COMMUNITY COLLEGE BOARD, State funding claims 
processed and paid by the Illinois Community College 
Board. 1977/78. Springfield. i, 12p. 


- 8439 - 


COMMUNITY COLLEGE BOARD, Statewide inventory 


of current and intended career programs at Illinois 
public community colleges. 
ii, 35 p. 


1978, Springfield. 


- 8440 - 
COMMUNITY COLLEGE BOARD. 


Student enrollment 
data and trends in the public community colleges of 


Illinois, Fall 1978, Springfield. iv, 49p. ill. 

(Its Data and characteristics, v. 7) 
- 8441 - 

COOPERATIVE CROP REPORTING SERVICE, 
agricultural statistics, annual summary. 1978, 
[Springfield] 103p. ill, (Its Bulletin 78-1) 

Issued in cooperation with the Illinois Bureau of 

Agricultural Statistics and the U.S, Dept. of Agri- 
culture Economics, Statistics, and Cooperatives 
Service. 51-62568 


Illinois 


- 8442 - 

DEPT. OF ADMINISTRATIVE SERVICES. Travel 
regulations as amended August 1, 1978 ... approved 
by the Governor's Travel Control Board. [Spring- 
field, n.d.] 26 p. 

- 8443 - 

DEPT. OF ADULT, VOCATIONAL, AND TECHNICAL 


EDUCATION, Annual program plan for vocational 
education in Illinois. 1978/79. [Springfield] 
91p. ill 

- 8444 - 


DEPT. OF ADULT, VOCATIONAL, AND TECHNICAL 
EDUCATION. Experience-based career education 
(EBCE) in Illinois. [Springfield, n.d.] folder. ill. 


- 8445 - 

DEPT, OF ADULT, VOCATIONAL, AND TECHNICAL 
EDUCATION. Research and Development Section. 
Current and future employment opportunities in new 
and emerging occupations within Illinois, final pro- 
ject report [by] Sally H. Spetz, Walter D. Heath 
[and] Douglas S, Katz. Raleigh, North Carolina, 
CONSERVA, 1978. various pagings. ill. 


79-622169 
- 8446 - 
DEPT, OF AGRICULTURE, Annual report. [61st] 
1977/78. [Springfield] 45 p. ill, 
Report year ends June 30, 19-19463 


- 8447 - 


[DEPT. OF AGRICULTURE] 1978 you pick strawber- 
ries, ([Springfield, 1978] 13 p. 


~ 8448 - 


DEPT. OF BUSINESS AND ECONOMIC DEVELOPMENT. 
Guide to services. [Springfield, n.d.] 12p. ill. 


- 8449 - 

DEPT. OF BUSINESS AND ECONOMIC DEVELOPMENT. 
[Division of Industrial Development] Office of Busi- 
ness Information. You know what number to dial if 
you need help at home. But who do you call if your 
business needs help in a hurry? [Springfield, n.d. 


ill, 
- 8450 - 
DEPT. OF CONSERVATION, Annual report, 1977/78, 
[Springfield] 24p. ill. 


| 
Analysis |Division] Field Support | Sub-Division) 
Annual planning report: Sanzamon-Cass consortium, 
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8451 - 
DEPT. OF CONSERVATION. Cross country ski guide. 
(Springfield, n.d.] folder. ill. 


- 8452 - 

DEPT. OF CONSERVATION. Illinois list of endangered 
and threatened vertebrate species issued in accord- 
ance with provisions of section 337 of the Illinois 
Endangered species protection act; administrative 
order. [Springfield] 1978. 3p. 


- 8453 - 
DEPT. OF CONSERVATION. Illinois rivers, facilities 
map. [Springfield, n.d.] col. map on sheet 46 x 
57 cm. fold. to 23 x 10 cm. 


- 8454 - 

DEPT. OF CONSERVATION. So you're going fishing; 
what about coming back? Springfield [n.d.] folder. 
ill. 

Issued in cooperation with the Illinois Police Con- 
servation Dept., Special Services Section. 


DEPT. OF LABOR. Publication. 


- 8455 - 
402. Illinois labor law handbook [by Larry Baylor. 
1978] 2 v. 
Contents: — pt. 1. A guide to workers’ 


rights. — pt. 2. A guide for employer com- 
pliance. 


Chicago. 


- 8456 - 
DEPT. OF LOCAL GOVERNMENT AFFAIRS. Pro- 
grams and services, Springfield [n.d.| 7p. 


- 8457 - 

DEPT. OF MENTAL HEALTH AND DEVELOPMENTAL 
DISABILITIES. Developmental disabilities, what 
are they ? Where can you find help? (Springfield, 
n.d.] folder. ill. 


- 8458 - 

DEPT. OF MENTAL HEALTH AND DEVELOPMENTAL 
DISABILITIES. Dixon Developmental Center, a 
program and administrative review. [Springfield] 
1978. v, 57p. ill 

- 8459 - 

DEPT. OF PERSONNEL. Alphabetic index of position 

titles, 1978. Springfield. 82, 4, 2p. 
A67-7767 
- 8460 - 
DEPT. OF PERSONNEL. [Class specifications. 
Springfield] 


Archivist I. [1978 2]p. 

Archivist Il. [1978 2]p. 

Computer output microfilm operator III. 
p. 

Messenger clerk II, [1977. 2]p. 

Motor carrier reciprocity/prorate auditor I. 
2] p. 

Motor carrier reciprocity/prorate auditor II. 
2| p. 

Motor carrier reciprocity/prorate auditor III. 


(1978, 


(1978, 


[1978. 


(1978, 


Programmer Ill. [n.d. 2] p. 

Programmer IV. [n.d. 2] p. 

Senior archivist I, [1978. 2] p. 

Senior archivist [1978. 2] p. 
- 8461 - 

DEPT. OF PERSONNEL, Ilinois State government 
Merit System professional entry programs, ([Spring- 
field, n.d.| folder. 

~ 8462 - 

Pay plan, July 1, 1978, 
A59-9272 


DEPT. OF PERSONNEL, 
Springfield. 63 p. 
- 8463 - 
DEPT. OF PERSONNEL. Division of Employee De- 
velopment. Government employees management 


seminars, January through June, 1979. [Spring- 
field, 1978] folder. 


- 8464 - 

DEPT. OF PERSONNEL. Division of Employee De- 
velopment, Statewide employee effectiveness sem- 
inars, January through June, 1979. [Springfield, 
1978] folder. 


- 8465 - 

DEPT. OF PUBLIC AID. Equal employment opportunity 
is for everybody. [Springfield, n.d.] folder. ill, 
(Its DPA 1206 (R-5-77)) 

8466 - 

DEPT. OF PUBLIC AID. Food stamps help you buy 
more food, pay less money. ([Springfield, n.d. ] 
10p. ill, (Its DPA 124 (R-7-78)) 

- 8467 - 

DEPT. OF PUBLIC AID, Good health for kids; Medi- 
chek, [Springfield, n.d.] folder. ill. (Its DPA 
1123 (R-2-78)) 

- 8468 - 

DEPT. OF PUBLIC AID. WIN balance of State pro- 
gram, procedures for non-WIN counties, [Spring- 
field, nd.] 6, 2p. ill. 

- 8469 - 

DEPT. OF PUBLIC HEALTH. [Bureau of] Environ- 
mental Health. Illinois water well pump installation 
code rules and regulations. [Springfield] 1978. 9p. 

- 8470 - 

DEPT. OF PUBLIC HEALTH. [Bureau of] Environ- 
mental Health. Water well construction code rules 
and regulations. [Springfield] 1978. 29p. ill. 

- 8471 - 

DEPT. OF SPECIALIZED EDUCATIONAL SERVICES, 
Report of 1978 early childhood training seminar. 
Springfield, 1978, 231. 

- 8472 - 

DEPT. OF TRANSPORTATION, Proposed improve- 
ments for Illinois highways. 1975/76. [Spring- 
field] various pagings. ill, annual, 

- 8473 - 

DEPT. OF TRANSPORTATION, Office of Policy [De- 
velopment] and Planning. Traffic characteristics 
on Illinois highways. 1977, Prepared in coopera- 
tion with the Federal Highway Administration, 
[Springfield] vi, 1 78, II viii, 1155p. ill. 

77-648736 
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8474 - 
DEPT. ON AGING. [Illinois nursing home ombudsman 
program. [Springfield, n.d.] folder. 


[DIVISION OF HIGHWAYS] Bureau of Materials and 
Physical Research, Physical research report, 


[Springfield | 


- 8475 - 

79. Storm sewer plastic pipe evaluation, final report, 
by Indalecio Mascunana. [Prepared] in coopera~ 
tion with [the] Federal Highway Administration, 
1978, vi, 171. ill. 

Available from: National Technical Information 
Service, Springfield, Va. 22161. 


~ 8476 - 

DIVISION OF LAND POLLUTION CONTROL, Technical 
Operations Section. Instructions for site monitoring 
data forms. [Springfield, n.d.] 6p. 

Issued in cooperation with the Division of Noise 
Pollution Control. 


- 8477 - 


DIVISION OF TRAFFIC SAFETY. Motorcycle operator 
training evaluation plan [by] C. L. Williams, 
[Springfield] 1978. 191, ill. 

Cover title: Illinois traffic safety programs, re- 
port of evaluation or assessment, motorcycle :.. 


79-622180 
8478 - 

DIVISION OF TRAFFIC SAFETY. [Bureau of Safety 
Studies and Projects] Evaluation Data Analysis 
Section. Assessment of the effect of the 55 mile per 
hour Speed limit on Illinois traffic safety, report to 
the eightieth General Assembly. [Springfield] 1978, 
291. ill. 

Cover title: Mlinois traffic safety programs 
assessment ... 79-622181 


- 8479 - 

DIVISION OF VOCATIONAL REHABILITATION, 

Directory. [Springfield, n.d.] 47p. ill. 
- 8480 - 

DIVISION OF WATER POLLUTION CONTROL, Clean 
water planning in Illinois, [Springfield, n.d. | 
folder, ill. 

- 8481 - 

DIVISION OF WATER POLLUTION CONTROL. Lake 
Michigan water quality report, January through 
December 1977, [Prepared in cooperation with] 
the cily of Chicago Department of Water and Sewers, 
Bureau of Water Operations, Division of Water Puri- 


fication, Water Quality Surveillance Section. [Spring- 
field] 1978. vii, 86p. ill. 79-622168 
- 8482 - 


EASTERN ILLINOIS UNIVERSITY, Charleston. School 
of Technology. Competency-based preservice con- 


struction trades curriculum, final report, phase II, 
by Howard F. Nelms. Developed [in cooperation | 


with the Research Development Unit, Board of Vo- 

cational Education and Rehabilitation, Dept. of Adult, 
Vocational, and Technical Education, 
1978, 


Charleston, 
vi, 561. 


- 8483 - 

ENVIRONMENTAL PROTECTION AGENCY. Continuing 
planning process for water quality standards imple- 
mentation [fiscal year 1978. Springfield] 1977. 

Vol. 2 has distinctive title: Revised... 
Vol, 1 is ill, 79-622170 

- 8484 - 

GENERAL ASSEMBLY. Commission to Visit and Ex- 
amine State Institutions. Educational Subcommittee. 
Report. [Springfield] 1978. 50 p. 79-622171 


~ 8485 - 

GENERAL ASSEMBLY. House of Representatives, 
Committee on Human Resources, Subcommittee on 
Visually Handicapped. Transcript ... first public 
hearing [held] Springfield, Illinois, July 26, 1977, 


[Springfield, 1977] 125 p. 79-622194 


- 8486 - 

GENERAL ASSEMBLY. House of Representatives. 
Committee on Human Resources. Subcommittee on 
Visually Handicapped. Transcript ... second public 
hearing [held] Chicago, Illinois, September 29, 1977. 
(Springfield, 1977] 152 p. 79-622195 

- 8487 - 

[GENERAL ASSEMBLY] Space Needs Commission, 
Report to the Governor and 80th General Assembly. 
1976/77-1977/78, [Springfield] iii, 57p. ill. 

Combined report. 
- 8488 - 
JUDGES RETIREMENT SYSTEM. Board of Trustees, 


Annual report. 37th; 1977/78. Springfield. 
ii, 47 p. 
Report year ends June 30, 


- 8489 - 

LAWS, STATUTES, ETC. Water resources and other 
related laws of Illinois. [Springfield] Dept. of Trans- 
portation, 1978. 216 p. 

- 8490 - 
LOTTERY DIVISION. Annual report fof] the Illinois 


State Lottery. 4th; 1977/78. [Springfield] 29 p. 
ill. 
Report year ends June 30, 78-645621 
- 8491 - 


MUNICIPAL RETIREMENT FUND. Your retirement 
fund; no. 4, [Chicago] 1978. folder. 
~ 8492 - 
OFFICE OF EDUCATION, [Dept. of Media Services] 
E|ducational |/I[nstructional] Tlelevision] Section. 
kylab science demonstration films, for Science 


classrooms. Teacher-Owen K. Garriott. [Spring- 
field, n.d.] folder. 


- 8493 - 

OFFICE OF EDUCATION, Dept. of Planning and Re- 
search, Research and Statistics Section. [Illinois 
teacher salary schedule & policy [study] 1976/77. 
Conducted in cooperation with Division of Program 
Services; Research Division, Illinois Education 
Association [and the] Illinois Association of School 
Boards. Data Processed by Data Systems Section, 

[Springfield] v, 82p. 


Illinois Office of Education, 


- 8494 - 

OFFICE OF EDUCATION, Student Advisory Committee, 
S.A.C., Student Advisory Committee. 
Springfield] 4p. ill, annual. 

- 8495 - 

OFFICE [OF THE] COMPTROLLER. [Analysis of 
vouchers submitted by the Department of Public Aid 
for medical services provided by psychiatrists to 
Medicaid recipients] Springfield, 1978. 51, 

- 8496 - 

POLLUTION CONTROL BOARD, Annual report, 8th; 

1977/78. [Chicago] 49 p. 
Report year ends June 30. 
- 8497 - 

SOUTHERN ILLINOIS UNIVERSITY, Carbondale. 
Library progress; a report on developments in the 
libraries, 1977-78, [Carbondale, 19787] 34p. 

- 8498 - 

STATE BOARD OF ELECTIONS, Let's vote! An elec- 
tion-education program developed for young people in 
kindergarten through fourth grade. [Prepared in 
cooperation with] the State Board of Education. 
[Springfield, n.d.] 12p.+ ill 

- 8499 - 

STATE BOARD OF ELECTIONS, 

[Springfield, n.d.] folder. 


73-647037 


Pollwatchers, 


STATE GEOLOGICAL SURVEY. Circular. Urbana. 


- 8500 - 

505. The sandwich fault zone of northern Illinois 
[by] Dennis R. Kolata, T. C. Buschbach [and] 
Janis D, Treworgy. 1978. 26p. ill. 

79-622179 
- 8501 - 

STATE GEOLOGICAL SURVEY. New Madrid seismo- 
tectonic study, activities during fiscal year 1978 [by] 
T.C. Buschbach. Prepared for the Division of Re- 
actor Safety Research, U.S. Office of Nuclear Regu- 
latory Research. Urbana, 1978. vii, 129 p. ill. 

$7.25 a hard copy; $3.00, microfiche; available 
from National Technical Information Service, Spring- 

field, Va. 22161. 

NUREG/CR-0450. 
- 8502 - 

STATE HISTORICAL LIBRARY, Sunes 

Capitol. [Springfield, n.d.| folder. ill. 
Issued in cooperation with the State Historical 
Society. 


Old State 


- 8503 - 

STATE HISTORICAL SOCIETY. Congress of Dlinois 
Historical Societies and Museums. [Springfield, 
nd. 3)p. ill. 

- 8504 - 

STATE LOTTERY. Where does the Illinois lottery 

money go? [Springfield, nd. 3]p. ill. 


STATE WATER SURVEY. Circular. 


- 8505 - 
133. Solar energy information and data for Illinois, 
by Stanley A. Changnon, Jr. 1978. 61p. ill. 
79-622176 


Urbana. 


- 8506 - 
STATEWIDE HEALTH COORDINATING COUNCIL, 
Statewide Health Coordinating Council [directory. 
Springfield] 1978. unpaged. ill, 


~ 8507 - 
TASK FORCE ON COPYRIGHT GUIDELINES FOR THE 
ILLINOIS LIBRARY AND INFORMATION NETWORK. 
A fair shake, photocopying rights for ILLINET par- 
ticipants under the Copyright revision act of 1976, 
[Springfield] 1977. 


12p. il. 
- 8508 - 

TASK FORCE ON SCHOOL VIOLENCE AND VANDAL- 
ISM. Toward safer schools in Illinois, Springfield, 
Dept. of Planning, Research, and Evaluation, Illinois 
Office of Education, 1978, 2v. ill. 

Contents: —v. 1, Report. — v. 2, Manual to 
reduce school violence and vandalism. 


UNIVERSITY OF ILLINOIS, Urbana. Cooperative Ex- 
tension Service, Circular. [Urbana] 


- 8509 - 

1151, supplement, 1979 Illinois commercial spray 
schedule; apples, peaches, nectarines, apricots, 
plums, pears, and cherries [by] D. B. Meador 
{and others] 1979. [7] p. 

Issued in cooperation with the Natural History 
Survey. 


- 8510 - 
C1167, Performance of commercial soybeans in 
Illinois, 1978, [By G. L. Ross and others] 
16p. ill. 


UNIVERSITY OF ILLINOIS, Urbana. Coordinated 
Science Laboratory. Report. Urbana. 


- 8511 - 


T-28, A mathematical model of the Illinois inter- 
library loan network [by] William B. Rouse [and] 
Sandra H. Rouse. Submitted to Illinois Sxate 
Library, 1976. 231, ill. (Its Mathematical 
model of the Illinois interlibrary loan network 
report no. 4) 

Available from: ERIC Document Reproduction 
Service, Computer Microfilm International Corp. 
(CMIC), 2020 14th &. North, Arlington, Va. 
22201. 79-622172 


- 8512 - 

T-54,. Design of a model-based online management 
information system for interlibrary loan networks 
[by] Sandra H. Rouse [and] William B, Rouse, 
Submitted to Illinois State Library. 1977, 

ii, 391, ill, (Its Mathematical model of the 
Illinois interlibrary loan network report no. 7) 
79-622173 


- 8513 - 

T-61, Application of a library network model: a 
case study of the Illinois Library and Information 
Network [by] William B. Rouse [and] Sandra H. 
Rouse. Submitted to Dlinois State Library. 
1978, ii, 119p. ill. (Its Mathematical model 
of the Illinois interlibrary loan network report 
no, 8) 79-622174 
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UNIVERSITY OF ILLINOIS, Urbana. Dept. of Agricul- 
tural Economics. AERR. [Urbana] 


- 8514 - 
158, Grain banking charges in Illinois, 1976 [by] 
Bruce L. Brooks, 1978, 12p. ill. 


UNIVERSITY OF ILLINOIS, Urbana. Dept. of Civil 
Engineering, Civil engineering Studies, Structural 
research series, Urbana. 


- 8515 - 

457. Analysis of reinforced concrete frame-wall 
structures for strong motion earthquakes, by 
Katsuhiko Emori and William C. Schnobrich. 
Sponsored by the National Science Foundation. 
1978, ix, 209p. ill. 

UILU-ENG-78- 2025. 


UNIVERSITY OF ILLINOIS, Urbana, Dept. of Com- 
puter Science. Report. Urbana. 


- 8516 - 

UIUCDCS-R-78-945, Improving the performance of 
virtual memory computers, by Walid Abdul-Karim 
Abu-Sufah. 1978. v, 255p. ill. 

Thesis, 
UILU-ENG 78 1741. 19-622177 
- 8517 - 

UIUCDCS-R-78-948. On the complexity of edge 
labelings for trees [by] S. Zaks and Y. Perl. 
1978. 21p. ill. 

Series title not on piece. 
UILU-ENG 78 1740. 79-622178 
- 8518 - 

UIUCDCS-R-78-952, Computer-aided design of com- 
puter architectures using interactive graphic rep- 
resentation, by Richard John Kinch, 1978, 

v, 122p. ill. 
Thesis (M.S.). 
UILU-ENG 78 1744, 


- 8519 - 

UNIVERSITY OF ILLINOIS AT CHICAGO CIRCLE, Jane 
Addams College of Social Work. Age discrimination 
inemployment, [Prepared for] Department on Aging. 
[Chicago, 1978] 16p, ill. 


- 8520 - 
URBAN AND ETHNIC EDUCATION SECTION, 
cultural education. [Chicago, 1978] 


Multi- 
folder. 


INDIANA 


AGRICULTURAL EXPERIMENT STATION, Lafayette, 


R{esearch] b[ulletin] West Lafayette. 

- 8521 - 

950. A simplified procedure for estimating average 
skidding distance on plane areas [by R. H. Perkins 
and K, D, Lynn| 1978, 12p. ill. 

Issued by the Dept. of Forestry and Natural 
Resources, Purdue University. 


- 8522 - 
AGRICULTURAL EXPERIMENT STATION, Lafayette. 
Soil survey of Hamilton County, Indiana [by William 
D. Hosteter, Lafayette, 1978] viii, 87, 60p. ill. 
Issued in cooperation with the U.S. Soil Conser- 
vation Service. 


- 8523 - 

AGRICULTURAL EXPERIMENT STATION, Lafayette. 
Soil survey of Vermillion County, ations 167 30 hn 
M. Robbins, Jr. and Mac H. Robards. 
1978] viii, 124, 23p. ill. 

Issued in cooperation with the U.S, Soil Conser- 
vation Service. 


Lafayette, 


AGRICULTURAL EXPERIMENT STATION, Lafayette, 
Station bulletin. West Lafayette. 


~ 8524 - 
146, Price relationships among Federal milk mar- 
keting orders [by E. M. Babb, D. E. Banker, and 
G. L. Nelson] 1976, 32p. ill. 


Issued by the Dept. of Agricultural Economics, 
Purdue University. 


- 8525 - 
157. User's manual for Federal milk marketing 
order policy stimulator--model A [by E. M. Babb 
and others} 1977, i, 34p. ill. 


Issued by the Dept. of Agricultural Economics, 
Purdue University. 


- 8526 - 

171, Projections of Federal milk marketing order 
performance under alternative pricing and pooling 
provisions [by E. M. Babb and J. E. Pratt] 1977. 
ii, 1llp. ill. 

Issued by the Dept. of Agricultural Economics, 
Purdue University. 


- 8527 - 
AUDITOR OF STATE. Annual report. 
[Indianapolis] xvi, 333 p. ill. 
Report year ends June 30, 


1976/77, 


10- 13355 


~ 8528 - 
DEPT. OF FINANCIAL INSTITUTIONS. [Annual re- 
port] 1974/75, 1976/77, [Indianapolis] 2 v. 
Report year ends June 30, 35-27683 


GEOLOGICAL SURVEY. Bulletin, Bloomington, 


- 8529 - 
52. Crushed stone resources of the Blue River Group 
(Mississippian) of Indiana, by Donald D, Carr, 
R. K. Leininger, and Margaret V. Golde. 1978. 
225 p. ill. 
$4. 00, 79-622273 


GEOLOGICAL SURVEY. Mineral economics series, 


Bloomington, 


- 8530 - 
24. Oil development and production in Indiana, 1977, 
By G. L, Carpenter and Stanley J. Keller. 34p. 
ill, annual. 


$1, 25. GS56-62 
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GEOLOGICAL SURVEY. Occasional paper. Blooming- 


ton. 


- 8531 - 

25. Buffalo Wallow Group, upper Chesterian (Mis- 
sippian) of southern Indiana, by Henry H. Gray. 
1978. 28p. ill. 

$1.00. 79-622293 

- 8532 - 

26. Fortran program for correlation of stratigraphic 
time series. Pt. 2. Power spectral analysis, by 
Byung-Doo Kwon, Robert F. Blakely, and Albert 
J. Rudman, 1978. 50p. ill, (Its Geophysical 
computer program 6) 

$1.50. 79-622294 

GEOLOGICAL SURVEY. Special report. Bloomington, 


- 8533 - 
13, Environmental geology of Allen County, Indiana, 
by N. K. Bleuer and Michael C. Moore, with 
separately authored contributions by Curtis H. 


Ault [and others] 1978. 72p. ill. (Its En- 
vironmental study 13) 
$2. 50, 79-622295 


- 8534 - 
15. The search for a Silurian reef model, Great 
Lakes area, by Robert H. Shaver [and others] 
1978. 36p. ill. 


$2. 00. 79-622296 


- 8535 - 
16. Conodonts from the Louisville Limestone and 
the Wabash Formation (Silurian) in Clark County, 
Indiana and Jefferson County, Kentucky, by Carl 
B. Rexroad, Anne V. Noland, and Charles A. Pol- 
lock. 1978. 15p. ill 


$2.00. 79-622298 


- 8536 - 
INDIANA UNIVERSITY, Bloomington. Dept. of Geology. 


Graduate student handbook, prepared by the Com- 
mittee for Graduate Studies. [Bloomington] 1978, 
iii, 35 1. 


PURDUE UNIVERSITY, Lafayette. Science and society: 
a Purdue University series in science, technology, 
and human values. West Lafayette. 

Available from: Office of Publications, South Cam- 
pus Courts-D, West Lafayette, Indiana 47907. 


- 8537 - 


v. 2. Hermes bound: the policy and technology of 
telecommunications, by Clare D. McGillem and 
William P. McLauchlan. 1978. xiii, 284 p. 
ill, 

$4, 50. 


77-86267 


- 8538 - 

v. 3. Distant hunger; agriculture, food, and human 
values, by Heather Johnston Nicholson and Ralph 
L. Nicholson, 1979, xiii, 246p. ill. 

$3, 95. 78-60761 


PURDUE UNIVERSITY, Lafayette. Engineering Ex- 


periment Station. Joint Highway Research Project, 
|Report] West Lafayette. 


- 8539 - 

JHRP-77-24,. Stress-deformation and strength 
characteristics of a compacted shale, interim 
report, by R. Aubrey Abeyesekera. Conducted 
in cooperation with the Indiana State Highway Com- 
mission and the Federal Highway Administration. 
1977. xxiii, 4171. ill, 

Available from: National Technical Information 
Service, Springfield, Va. 22161. 


- 8540 - 

JHRP-78-4, The relation between permeability and 
pore size distribution of compacted clayey silts; 
interim report, by Ignacio Garcia-Bengochea. 
Conducted in cooperation with the Indiana State 
Highway Commission and the Federal Highway 
Administration. 1978. xv, 1791. ill. 

Available from National Technical Information 
Service, Springfield, Va. 22161. 


- 8541 - 

JHRP-78-7. Soil compaction specification procedure 
for desired strength response, interim report, by 
John T. Price. Conducted in cooperation with the 
Indiana State Highway Commission and the Federal 
Highway Administration. 1978. xv, 151 1. ill. 

Available from: National Technical Information 
Service, Springfield, Va. 22161. 


- 8542 - 

JHRP-78-22. Engineering soils map of Spencer 
County, Indiana, final reprot, by P. T. Yeh. 
Conducted in cooperation with Indiana State High- 
way Commissim. 1978. 401. 


PURDUE UNIVERSITY, Lafayette. Institute for Re- 
search in the Behavioral, Economic, and Manage- 
ment Sciences. Paper. West Lafayette. 


- 8543 - 

680. Cyclical variations in yield spreads for general 
obligations bonds in the tax-exempt bond markets, 
by Earl D. Benson, David S. Kidwell, and Robert 
J. Rogowski. 1978. 21, 6p. ill. 79-622147 


- 8544 - 

681. An evaluation of organization effectiveness: 
an appraisal of how Army internal consultants 
use survey feedback in a military setting, by 
Jerome Adams and John J. Sherwood. 1979. 

22 p. ill. 79-622148 


~ 8545 - 
682. The impacts of pay on pay satisfaction, by 
Charles J. Berger and Donald P. Schwab. 1979. 
20p. ill. 79-622149 


- 8546 - 
683. A model for product management, by Edgar 
A. Pessemier and Thomas Pilon. 1979. 


79-622150 


26, Al5 p. 
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8547 - 
684. Implementing decision models, by Randall L. 
Schultz and Michael D. Henry. 1979. 34, 6p. 
ill. 


- 8548 - 

685. The effects of information on perceptions and 
preferences for new choice objects, by Edgar 
Pessemier and Peter Wilton. 1979. 39, 6p. 
ill. 79-622151 


- 8549 - 
686. An integer programming approach to school 
district financial management, by Frederick L. 
Dembowski and Leroy Schwarz. 1979. 18, 61. 


ill. 79-622152 


- 8550 - 

687. Effects of team development intervention: a 
field experiment, by Richard W. Woodman and 
John J. Sherwood. 1979. 35, 6p. ill. 

79-622153 
- 8551 - 
STATE LIBRARY, Indianapolis. Indiana Division. 

Checklist of Indiana State documents, annual cumu- 

lation, 1977. [Indianapolis] 39 p. 


- 8552 - 
Reports of the cases decided in the 
Vol. 266; Feb. 10/Aug. 30, 
| Indian- 
xxvi, 718 p. 
1-30100 


SUPREME COURT. 
Supreme Court of Indiana. 
1977, Marilou Wertzler, official reporter, 
apolis] C. E. Pauley & Co., Inc. 

Title on spine: Indiana reports. 


IOWA 


- 8553 - 

AIR QUALITY MANAGEMENT DIVISION. Iowa sulfur 

dioxide study report. Des Moines, 1975. 
iii, 127,7,11,34,19 p. ill. 


8554 - 
GENERAL ASSEMBLY. Index for Senate and House 
journals, 67th General Assembly, 1977/78 regular 
session. [Des Moines] 1162p. 


79-622193 


IOWA STATE UNIVERSITY OF SCIENCE AND TECH- 
NOLOGY, Ames. Cooperative Extension Service. 
Pm. Ames, 


- 8555 - 
838. A packet of art activities for children, pre- 
pared by JaneAnn Stout and Dorothy Pinsky. 
unpaged. ill. 


1979, 


~ 8556 - 
868, Calcium and phosphorus supplementation for 
feedlot cattle, prepared by Gene Rouse. 1979, 
3p. ill. 


- 8557 - 

LAWS, STATUTES, ETC. Code of Iowa, 1979, con- 
taining all statutes of a general and permanent nature 
to and including the Acts of a permanent nature of the 
Sixty-seventh General Assembly, 1978. Wayne A. 
Faupel, code editor, Phyllis Barry, deputy code 
editor, [Des Moines] 1978, 2. 


Complete in 3 v. 79-622196 


- 8558 - 

OFFICE FOR PLANNING AND PROGRAMMING, The 
quality of life in Iowa: an economic and social report 
to the Governor. 8th; 1977, Des Moines. various 
pagings. ill. annual. 


- 8559 - 
PROPERTY TAX DIVISION. Proverty taxes levied, 
1977. [Des Moines] 111. annual. 
Includes taxes collectible in fiscal 1977/78. 


- 8560 - 
[STATE] COMPTROLLER. Budget report. 
[Des Moines] various pagings. ill. 
Report period ends June 30, 


- 8561 - 
UNIVERSITY OF IOWA, Iowa City. Financial report. 
1977/78, lowaCity. 25p. annual, 
Report year ends June 30. 


1979/81. 
biennial. 
27-27083 


57-38319 


- 8562 - 

UNIVERSITY OF IOWA, Iowa City. Dept. of Political 
Science. Resumes of masters of art in public 
affairs degree candidates. Iowa City, 1978. un- 
paged. 


KANSAS 


- 8563 - 

AGRICULTURAL EXPERIMENT STATION, Manhattan. 
Soil survey of Allen County, Kansas [by Edw > 
Fleming, Jim R. Fortner, and Deane W. Swanson, 
Manhattan, 1978] viii, 86, 39p. ill. 

Issued in cooperation with the U.S. Soil Conser- 
vation Service, 


~ 8564 - 

AGRICULTURAL EXPERIMENT STATION, Manhattan, 
Soil survey of Pawnee County, Kansas (by Darold A. 
Dodge and William E, Roth. Manhattan, 1978] 
viii, 99, 57p. ill. 

Issued in cooperation with the U.S, Soil Conser- 
vation Service. 


- 8565 - 

BUREAU OF REGISTRATION AND HEALTH STATISTICS, 
Research and Analysis Section. Accidental death 
report, Kansas. 30th ed.; 1975-76. [Prepared in 
cooperation with the Data Processing Section. Tope- 
ka] i, 64p. ill, 

Single copies free. 


- 8566 - 
DEPT. OF ADMINISTRATION. Division of Accounts and 
Reports, Financial report. [25th " 
Vol. 2. [Topeka] 102-254p. annual. 


Report year ends June 30. 78-642377 


- 8567 - 
DEPT. OF ECONOMIC DF VELOPMENT. Kansas new 
and expanding manufacturers, 1978. [Topeka] 
30 p. ill. 


- 8568 - 

DEPT. OF TRANSPORTATION. Planning and Develop- 
ment Dept. Research and Development Section. 
Cracked structural concrete repair through epoxy 
injection and rebar insertion, final report [by] F. 
Wayne Stratton, Roger Alexander, and William Nolt- 
ing. [Prepared in cooperation with the Federal 
Highway Administration, Topeka, 1978] iii, 56 p. 
ill, 

Issued in cooperation with the Maintenance Dept., 
Maintenance Bridge Section and the Design Dept., 
Bridge Design Section. 

Available from: National Technical Information 
Service, Springfield, Va. 22161. 

Report no, FHWA-KS-RD. 78-3. 

- 8569 - 

DIVISION OF ENTOMOLOGY. Kansas certified nur- 
series and plant growers. 1979. Topeka. 13p. 
annual. 


- 8570 - 

DIVISION OF THE BUDGET. Governor's budget report. 

1979/80. [Topeka] 546p. annual. 
Report year ends June 30. 


- 8571 - 

GOVERNOR. The Governor's legislative message and 
budget report, delivered by Governor John Carlin to 
the Kansas Legislature, January 1979. [Topeka, 
1979] 31, 44al. ill. 79-622184 


~ 8572 - 

LEGISLATIVE COORDINATING COUNCIL. Report on 
Kansas legislative interim studies to the 1979 Legis- 
lature; special committees, [Topeka] 1978. 

xxii, 673 p. 79-622165 


27-27082 


- 8573 - 

LEGISLATURE, Senate and House journals; pro- 
ceedings of the Legislature of the State of Kansas, 
Jan. 9/May 11, 1978. Topeka, Division of Printing. 
lxxxvi, 749-1749, lxxxvii-cii, 1063-2584 p, 

53-25289 
- 8574 - 

OFFICE OF THE JUDICIAL ADMINISTRATOR. Annual 
report on the courts of Kansas. 1977/78. [Topeka] 
193 p. ill. 

Report year ends June 30. 


- 8575 - 

PITTSBURG STATE UNIVERSITY. Office of the Dean 
of Graduate Studies. Faculty publications and stu- 
dent theses. TOth, 12th; 1975/76, 1977/78. [Pitts- 
burg] 2v. annual. 

Vol. 10 issued by the university under a former 
name: Kansas State College of Pittsburg.as its Bul- 
letin, v. 73, no. 2. 

Vol. 12 issued as its Bulletin, v. 75, no. 2. 


- 8576 - 
SCHOOL FACILITIES OFFICE. 
guide. Topeka, 1978, 


School plan submittal 
ii, 22 p. 


- 8577 - 
SCHOOL FOOD SERVICE[S] SECTION. 
fiscal year 1979, school food service. 
ii, 76p. ill. 


State plan for 
Topeka, 1978. 
79-622185 


- 8578 - 

SECRETARY OF STATE, Biennial report, covering 

agencies of the government of the State of Kansas, 
1976/78. [Topeka] 669 p. 

Report period ends June 30. 


- 8579 - 


Legislative directory. 
21-13557 


61-64392 


SECRETARY OF STATE. 
1979, Topeka. 55 p. 


~ 8580 - 
SPECIAL EDUCATION SECTION, State plan for fiscal 
year 1979, special education. Topeka, 1978. 178 p. 
ill. 79-622186 


- 8581 - 


STATE BOARD OF EXAMINERS OF PSYCHOLOGISTS, 
Certified psychologists, 1978. Prairie Village. 
28 1. 


- 8582 - 
STATE CONSERVATION COMMISSION, Conservation 
in Kansas, report. 1978, [Topeka] 7p. ill. 
annual, 


STATE GEOLOGICAL SURVEY. Bulletin, Lawrence, 


- 8583 - 

215. Deposition of evaporites and red beds of the 
Nippewalla Group, Permian, western Kansas, by 
Katrine Holdoway. 1978. 43p. ill. 

79-622182 


8584 - 

WATER RESOURCES BOARD, The Kansas State water 
plan, water supply and storage program, annual re- 
port. 2d; 1975. [Topeka] 39p. ill. 


KENTUCKY 


8585 - 
AGRICULTURAL EXPERIMENT STATION, Lexington, 
Annual report, 90th; 1977. [Lexington] iv, Pp. 
ill. 12-33177 


AGRICULTURAL EXPERIMENT STATION, Lexington, 
Progress report. Lexington. 


~ 8586 - 

236. Kentucky soybean performance tests, 1978, 
[By]D. A, Reicosky, J. M. Wood, and Charles 
Tutt. 19p. ill. 

Issued by Dept. of Agronomy, Agricultural 
Experiment Station, 
- 8587 - 

238. Kentucky hybrid corn performance test, 1978, 

[By] C. G. Poneleit and K, O. Evans. 31p. ill, 
Issued by Dept. of Agronomy, Agricultural 
Experiment Station. 


AGRICULTURAL EXPERIMENT STATION, Lexington. 
Regulatory bulletin. Lexington. 


- 8588 - 
225. Commercial feeds in Kentucky. 1977, 39p. 
ill. 
Issued by Division of Regulatory Services, 
Agricultural Experiment Station, 


KENTUCKY 

419 
ry 


KENTUCKY 


- 8589 - 
226. Annual report, analysis of official fertilizer 
sumples, 1977/78, 92p. 
Issued by Division of Regulatory Services, 
Agricultural Experiment Station. 
Report year ends June 30, 


- 8590 - 

AUDITOR OF PUBLIC ACCOUNTS, Barren County, 
county audit report for fiscal year ended June 30, 
1977, excess fee audit report for calendar year 1977, 
[Frankfort, 1978] 201. 


- 8591 - 
AUDITOR OF PUBLIC ACCOUNTS. 
county audit report. 1976/77, 
Report year ends June 30. 
Includes its Excess fee audit report for calendar 
year 1977, 


Carroll County, 
[Frankfort] 3, 261. 


- 8592 - 

AUDITOR OF PUBLIC ACCOUNTS. Department of 
Justice, Executive Office of Staff Services {audit 
report] fiscal years ended June 30, 1975 through 
June 30, 1977. [Frankfort, 1978] iv, 121, 


- 8593 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1976/77, 
Report year ends June 30. 
Includes its Excess fee audit report for calendar 
year 1977. 


Gallatin County, 
[Frankfort] 2, 201. 


- 8594 - 
AUDITOR OF PUBLIC ACCOUNTS, Garrard County, 
county audit report for fiscal year ended June 30, 
1977, excess fee audit report for calendar year 1977, 


[Frankfort, 1978] 2, 181. 
- 8595 - 
AUDITOR OF PUBLIC ACCOUNTS, Grant County, 
county audit report. 1976/77. [Frankfort] 2, 221. 


Report year ends June 30. 
Includes its Excess fee audit report for calendar 
year 1977, 


- 8596 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report, 1976/77, 
Report year ends June 30, 
Includes its Excess fee audit report for calendar 
year 1977, 


Harrison County, 
[Frankfort] 181, 


8597 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report, 1976/77. 
Report year ends June 30, 
Includes its Excess fee audit report for calendar 
year 1977, 


Morgan County, 
[Frankfort] 2, 181. 


- 8598 - 

AUDITOR OF PUBLIC ACCOUNTS, Pendleton County, 
county audit report for fiscal year ended June 30, 
1977, excess fee audit report for calendar year 1977, 
[Frankfort, 1978] 2, 201. 


- 8599 - 
AUDITOR OF PUBLIC ACCOUNTS, 
county audit report. 1976/77. 
Report year ends June 30, 
Includes its Excess fee audit report for calendar 
year 1977, 


Robertson County, 
[Frankfort] 151, 


- 8600 - 
DEPT. OF COMMERCE, Division of Research and 


Planning. Industrial resources ... Kentucky, 
[Frankfort] 


67-64516 

Benton, Calvert City, and Hardin. Prepared in co- 
operation with the Marshall County Chamber of 
Commerce, 1978, vi, 59p. ill. 

Morganfield, Sturgis, and Uniontown. Prepared in 
cooperation with the Morganfield Chamber of Com- 
merce, the Sturgis Chamber of Commerce, and the 
city of Uniontown, 1978. vi, 48p. ill. 

Winchester, Prepared in cooperation with the Win- 
chester-Clark County Chamber of Commerce, 
1978, vi, 38p. ill. 

- 8601 - 

DEPT. OF COMMERCE, Division of Research and 
Planning. Kentucky deskbook of economic statistics, 
T5th; 1978. [Frankfort] 90p. ill. 76-641610 

- 8602 - 
DEPT. OF COMMERCE, Division of Research and 


Planning. Summary of industrial resources... 
[Frankfort | 
Bedford, Milton. [1978 3]p. ill. 
Clinton. [1978, 3]p. ill. 
Hyden. [1978, 3]p. ill. 
Owenton. [1978 3]p. ill. 
- 8603 - 


DEPT. OF MILITARY AFFAIRS, Annual report of the 
adjutant general of Kentucky to the Governor and 


Legislature. 1977/78, [Frankfort] 34p. ill. 
Report year ends June 30, 9-17024 
- 8604 - 


DEPT. OF REVENUE, Tax facts, a digest of Ken- 
tucky taxlaws, 1978. [Frankfort] vii, 112p. ill. 
65-64075 
- 8605 - 


EDUCATION AND THE ARTS CABINET. Catalog of 
Federal programs, 1978, Charles F, Hinds, editor 
and compiler, Frankfort. viii, 144p. ill. 

Cover title: Catalog of Federal programs adminis- 
tered by the agencies of the Education and Arts 
Cabinet. 

- 8606 - 
EXECUTIVE DEPT. FOR FINANCE AND ADMINISTRA- 


TION. Office for Policy and M ement, The 
Kentucky executive budget. 1978/80. [Frankfort] 
xlviii, 655 p. ill. biennial. 


Includes all appropriations of the 1978 General 
Assembly, 43-13693 
UNIVERSITY OF KENTUCKY, Lexington. Cooperative 
Extension Service, AEES. [Lexington] 
Issued in cooperation with the Kentucky Dept. of 


Energy. 
- 8607 - 
1, Energy for swine facilities, Pt. I. Energy con- 
servation [by] Robert L. Fehr. [n.d.] 4p. 


ill, (Its Energy in agriculture) 
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- 8608 - 
Energy for swine facilities, Pt. Il. Alternative 
sources of energy [by] Robert L. Fehr. [n.d.] 
6p. ill, (Its Energy in agriculture) 


- 8609 - 

Estimating fan sizes for grain drying and storage 
bins [by] Otto J. Loewer [and others, n.d. | 
6p. ill, (Its Energy in agriculture) 

- 8610 - 

Grain drying performance evaluation [by] Otto J. 
Loewer [and others. n.d.] 6p. ill. (Its 
Energy in agriculture) 

- 8611 - 

Dryeration performance evaluation [by] Otto J. 
Loewer [and others. n.d.] 4p. ill. (its 
Energy in agriculture) 


- 8612 - 

Performance evaluation for natural air and low- 
temperature drying systems [by] O. J. Loewer 
{and others, n.d.] 7p. ill. (Its Energy in 
agriculture) 

- 8613 - 

12. Grassland renovation-conserves soil and energy 
and increases returns from grass fields [by] Ed- 
ward M. Smith and Larry W. Turner. [n.d. | 
6p. ill, (Its Energy in agriculture) 


- 8614 - 

UNIVERSITY OF KENTUCKY, Lexington, Cooperative 
Extension Service. A controlled, seasonal cattle 
breeding program [by] Clyde M. Triplett. [Lexington, 
n.d.] 3p. ill. (Its ASC-58) 

Southern regional beef cow - calf handbook SR 1005, 
~ 8615 - 

UNIVERSITY OF KENTUCKY, Lexington. Cooperative 
Extension Service. Livestock waste management- 
questions and answers concerning laws and regula- 
tions [by] Jerry P. Bowden. [Lexington, n.d.| 4 p. 
(Its AEN-44) 

Issued in cooperation with Dept. of Agricultural 
Engineering. 


- 8616 - 

UNIVERSITY OF KENTUCKY, Lexington. Cooperative 
Extension Service. Urea as a source of fertilizer 
nitrogen for crops in Kentucky [by] K. L. Wells, 

L. W. Murdock, and H. F. Miller, [Lexington, 
o.d.13p. (Its AGR-69) 
Issued in cooperation with Dept. of Agronomy, 
University of Kentucky 
- 8617 - 

WESTERN KENTUCKY UNIVERSITY, Bowling Green, 
Annual financial report. 1977/78, Seating Green. 
43 p. 

Report year ends June 30, 


LOUISIANA 


AGRICULTURAL EXPERIMENT STATION, Baton Kouge. 


Bulletin. [Baton Rouge] 


- 8618 - 

712. A summary of nitrogen studies with forage 
crops at the Southeast Louisiana Dairy and Pasture 
Experiment Station [by] Marvin Allen [and others] 
1978. 38p. ill. 


LOUISIANA 


- 8619 - 

713. The consumer's view of flame retardant fashion 

fabrics [by] Eleanor Kelley [and others] 1978. 
40 p. 
- 8620 - 

714, Acceptance of beef finished on forages or with 
limited grain [by] Alvin Schupp [and others] 1979, 
43p. ill. 

- 8621 - 

DEPT. OF AGRICULTURE, Annual report: analysis of 
official fertilizer samples. 1977/78. [By E.A. 
Epps, Jr.] Baton Rouge. iv, 42p. 

Report year ends June 30, 
- 8622 - 

DEPT, OF AGRICULTURE. Office of Agricultural and 
Environmental Sciences. Tonnage of feed sold in 
Louisiana, 1977/1978, Baton Rouge. [1] 1. 

Report year ends August 31, 
- 8623 - 

DEPT, OF AGRICULTURE, Office of Agricultural and 
Environmental Sciences. Tonnage of fertilizer sold 
in Louisiana, 1977/78. [Baton Rouge] 28p. ill. 

Report year ends June 30, 


DEPT, OF PUBLIC WORKS, 
records report. 


Water resources basic 
Baton Rouge. 


- 8624 - 

8. Index to water-resources data for Louisiana, sur- 
face-water records, water-quality records. Pre- 
pared in cooperation with the U. S. Geological 
Survey. 1975. v, 8lp. 79-622477 

- 8625 - 
FORESTRY COMMISSION, Timber and pulpwood pro- 

duction in Louisiana. 1976, Baton Rouge. [4] p. 

annual. 73-640949 


GEOLOGICAL SURVEY. Geological bulletin, Baton 

Rouge. 

- 8626 - 

43. Pt. I. Computer-aided subsurface structural 
analysis of the Miocene formations of the Bayou 
Carlin-Lake Sand area, south Louisiana, Pt. Il. 
Production mechanisms of the geopressured gas 
reservoirs of Lake Sand field, south Louisiana 
{by Madhurendu Bhushan Kumar] 1977, 

xxii, 177, x, 87p. ill. 79-622192 
- 8627 - 
[GOVERNOR'S] CONSUMER PROTECTION [DIVISION] 

Rules and regulations. [Baton Rouge, 1978] 31. 


- 8628 - 

LAWS, STATUTES, ETC. Labor laws relating to 
apprenticeship, Louisiana State Apprenticeship Coun- 
cil State apprenticeship standards and procedure, 
Louisiana State Apprenticeship Council State plan 
for equal employment in apprenticeship. [Rev. 


Baton Rouge] Dept. of Labor, Office of Labor, 1978. 
21, 22 p. 


- 8629 - 
[LEGISLATURE] House of Representatives, Roster 
and standing committees of the House of Representa- 
tives. 1977, [Baton Rouge] 24 p. 
Includes Roster of the Senate. 


55-41560 


6. 
8. | 
— 
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LOUISIANA 


- 8630 - 
Roster and standing com- 


[LEGISLATURE] Senate, 


mittees of the Senate. 1976-77. [Baton Rouge] 
2 Vv. 
Includes Roster of the House of Representatives, 
55-41553 


LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge, Coop- 
erative Extension Service. [Cooperative extension] 
pubjlication. Baton Rouge] 


- 8631 - 

1980. Louisiana vegetable planting guide; cultural 
recommendations, fertilizer recommendations, 
recommended varieties {by James M. Cannon and 
Thomas J. Koske. n.d.] folder. 


- 8632 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Coop- 
erative Extension Service. Premium list catalog, 
Spring LSU quarter horse show. 1979, Baton 
Rouge. 17 p. 


- 8633 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. 
Library. Library lectures, 295th-35th; Sept. 

T747Apr. 1976. Baton Rouge. 48p. ill. 

Issued in cooperation with its Office of Publica- 
tions. 67-64382 
- 8634 - 

LOUISIANA STATE UNIVERSITY AND AGRICULTURAL 
AND MECHANICAL COLLEGE, Baton Rouge. Uni- 
versity College. PASS people are special people, 

Program for Adult Special Students, Louisiana State 

University. [Baton Rouge, n.d.] sheet. ill. 


~ 8635 - 
LOUISIANA TECH UNIVERSITY, Ruston, {Office of the] 
Comptroller, Annual financial report. 1977/78, 
Ruston. 30p. ill. 


Report year ends June 30, 


NORTH LOUISIANA HILL FARM EXPERIMENT STA- 
TION, Homer. Hill farm facts; beef cattle. [Ho- 
mer] 


- 8636 - 

23. Cost and return from stocker cattle intensively 
grazed on coastal Bermudagrass [by] W.M. Oliver. 
1978, 41, 

Issued in cooperation with Louisiana State 
University and Agricultural and Mechanical College, 
Center for Agricultural Sciences and Rural De- 
velopment and Louisiana Agricultural Experiment 
Station. 


- 8637 - 

24, The effect of level winter grain on the level of 
summer grain of stocker cattle [by] W.M. Oliver. 
1978. 61, 

Issued in cooperation with Louisiana State 
University and Agricultural and Mechanical College, 
Center for Agricultural Sciences and Rural De- 
velopment and Louisiana Agricultural Experiment 

Station. 


ATTORNEY GENERAL'S OFFICE, 


NORTH LOUISIANA HILL FARM EXPERIMENT STA- 
TION, Homer. Mimeo report. Homer. 


- 8638 - 

47, Factors affecting germicidal activity of iodopghor 
teat dips on excised cows’ teats [by] W.N. Philpot 
and J.W. Pankey. 1978. 71. 

Issued in cooperation with Louisiana State 
University and Agricultural and Mechanical College, 
Center for Agricultural Sciences and Rural De- 
velopment and Louisiana Agricultural Experiment 
Station. 

- 8639 - 

OFFICE OF HEALTH SERVICES AND ENVIRONMENTAL 
QUALITY. Boiling crabs, do's and don'ts, recom- 
mendations from Louisiana Department of Health and 
Human Resources, [Baton Rouge, n.d. 2] p. 


- 8640 - 

OFFICE OF THE STATE LIBRARY. Films and Re- 
cordings Section. Catalysts for effective communi- 
cation, films for personnel management. Baton 
Rouge [n.d.] unpaged. 


- 8641 - 
STATE RACING COMMISSION. Rules of racing. New 
Orleans, 1978. iv, 136 p. 


- 8642 - 

STATE SOIL AND WATER CONSERVATION COMMITTEE, 
208 clean water planning for Louisiana. [Baton 
Rouge, n.d.] 7p. ill. 

Issued in cooperation with the State Planning Office 
and others. 


8643 - 

TALLULAH VOCATIONAL-TECHNICAL SCHOOL. 
Tallulah Vocational-Technical School, providing edu- 
cation that helps students help themselves. Talluiah 
[n.d.] ix, 27p. ill 

- 8644 - 
TEACHERS' RETIKEMENT SYSTEM. Teachers’ Re- 


tirement System of Louisiana. Rev. Baton Rouge, 
1978, 


- 8645 - 
TEACHERS' RETIREMENT SYSTEM. Vital information 
concerning your retirement system. Rev. Baton 
Rouge, 1978. 7p. 


WILDLIFE AND FISHERIES COMMISSION. Wildlife 
education bulletin. [Baton Rouge] 


- 8646 - 
116. A guide to wildlife management areas [by] 
Louis Brunett and Dewey Wills. [1978] 100 p. 
ill. 79-622164 


MAINE 


- 8647 - 

A study of the 
Maine intrastate trucking industry [by David Cluchey 
and Eric Rosengren. Augusta] 1978. 135p, ill. 


79-622301 


- 8648 - 

BUREAU OF HEALTH PLANNING AND DEVELOPMENT. 
Division of Data and Research. A guide to health 
information (State government) [by David Studer. 
Rev. Augusta] 1978. 26 1. 79-622351 


BUREAU OF HIGHWAYS, Materials and Research 
Division. Technical paper. [Augusta] 


- 8649 - 
78-18. Old Town-Orono-UMO bikeway, prepared by 
S. Jacobs. 1978, 261. ill. 
Available from: National Technical Information 
Service, Springfield, Va. 22161. 


BUREAU OF LABOR, Research and Statistics Division, 
BL [bulletin] Augusta. 


- 8650 - 

552. Characteristics of work-related injuries and 
ilnesses in Maine, 1977. Prepared in cooperation 
with the Maine Workers' Compensation Commis- 
sion and the U. S, Bureau of Labor Statistics. 
1979, 62p. 79-622190 


- 8651 - 

DEPT. OF AGRICULTURE. Report of the commis- 
sioner of agriculture. 4th; 1979. Augusta. 71. 
annual, 

Has also distinctive title: Directions in agriculture 
"79, 77-643261 


- 8652 - 

DEPT. OF EDUCATIONAL AND CULTURAL SERVICES. 
Division of [Planning and] Management Information. 
Maine educational facts, 1977-1978. | Augusta, 
19787] ii, 29p. 79-622300 


- 8653 - 

DEPT. OF EDUCATIONAL AND CULTURAL SERVICES, 
Division of [Planning and] Management Information. 
Maine educational staff. 5th; 1978/79. [Augusta] 
ii, 28p. ill. annual. 76-640795 


- 8654 - 

DEPT. OF EDUCATIONAL AND CULTURAL SERVICES, 
Division of [Planning and] Management Information, 
State of Maine public full-time professional staff 
average salaries for the 1978-79 school year by local 
administrative unit. [Augusta, n.d.]| iv, 47 p. 

79-622302 


- 8655 - 
DEPT. OF HUMAN SERVICES. 
and intormational guidelines. 


Mass gathering rules 
[Augusta, n.d. 8] p. 


- 8656 - 
DEPT. OF INLAND FISHERIES AND WILDLIFE, 
Annual report. 1977/78. [Augusta] 34p. ill. 
Report year ends June 30. 
Issued as its Maine fish and wildlife, v. 20, no, 1. 
59-51238 


- 8657 - 
DEPT. OF INLAND FISHERIES AND WILDLIFE, 
Financial report. 1977/78. [Augusta] 151. 
Report year ends June 30. 


- 8658 - 
DEPT. OF TRANSPORTATION. Highway and bridge 
improvement program [fiscal years 1980 through 
1983, Augusta] 1979. vi, 49p. ill. 


- 8659 - 
DEPT. OF TRANSPORTATION. Transportation im- 
provement program, 1980-81. [Augusta, 1979] 
ii, 26p, ill. 79-622303 


- 8660 - 

DEPT. OF TRANSPORTATION. Bureau of Planning. 
Highway sufficiency report. 12th; 1978. [Prepared 
in cooperation with the Federal Highway Adminis- 
tration. Augusta] 48p. ill. 


- 8661 - 

DEPT. OF TRANSPORTATION. Bureau of Safety. 
State of Maine highway safety plan for fiscal year 
[Augusta, 1978] 881. ill. 


1979, 79-622299 
- 8662 - 

EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with automotive and 
heavy equipment technology. Bangor [n.d.] folder, 
ill. 

- 8663 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 


TUTE, Bangor. Build a future with building con- 
struction technology. Bangor[n.d.] folder. ill. 


- 8664 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with distributive 
education, Bangor[n.d.] folder, ill. 


- 8665 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with electrical power 
technology. Bangor [n.d.] folder. ill, 


~ 8666 - 
EASTERN MAINE VOCATIONAL TECHNICA. INSTI- 
TUTE, Bangor. Build a future with electronics 
technology. Bangor[n.d.] folder. ill. 


- 8667 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with environmental 
control technology. Bangor[n.d.] folder. ill. 


~ 8668 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 


TUTE, Bangor. Build a future with foods technology. 
Bangor [n.d.] folder. ill, 


- 8669 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with machine tool 
technology. Bangor[n.d.] folder, ill. 


- 8670 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Build a future with medical lab- 
oratory technology. Bangor [n.d.] folder. ill. 


MAINE 
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- 8671 - 
EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 


TUTE, Bangor. Build a future with radiologic tech- 
nology. Bangor([n.d.] folder, ill. 


- 8672 - 

EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Information and regulations, resi- 
dent halls, [TBangor, 1978] 11p. 

- 8673 - 

EASTERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Bangor. Student handbook, 1978-1979. 
[Bangor, n.d.] 31p. 


- 8674 - 
ELECTRICIAN'S EXAMINING BOARD. Lightning pro- 
tective systems. [Augusta, n.d. 3] p. 
- 8675 - 


GOVERNOR, Budget message of Joseph E. Brennan, 
Governor of Maine, to the one hundred and ninth 
Legislature, State of Maine, [Augusta] 1979. 23 p. 


79-622278 


- 8676 - 

HIGHWAY SAFETY COMMITTEE, Highway safety 
opinions of Maine drivers relating to motor vehicle 
inspections, final report; statewide public opinion 
survey conducted in cooperation with the Bureau of 
Safety, Maine Department of Transportation. [Au- 
gusta] 1978, 151, 


- 8677 - 
HUMAN RIGHTS COMMISSION. Affirmative action, 
who needs it? A guide to effective planning. ([Augus- 
ta, 16p. 
- 8678 - 
HUMAN RIGHTS COMMISSION, Avoidable questions on 
application forms. [Augusta, n.d. 6] p. 


- 8679 - 
HUMAN RIGHTS COMMISSION, Pregnancy and [your 
right to work. Augusta, n.d.] folder. ill. 


- 8680 - 
[LABOR MARKET INFORMATION] FIELD SERVICES 


SECTION. Maine labor market information extract, 
Augusta [n.d. 2] p. 
- 8681 - 
LEGISLATURE. Senate and House districts. [Augusta, 
nd.] 4p. 


- 8682 - 
LEGISLATURE. Committee on Health and Institutional 
Services. Final report, a study of the county jail 
system. [Augusta] 1979. 101, 79-622305 


- 8683 - 
LEGISLATURE. Committee on Liquor Control. [Issue 


of the closing of State Liquor Stores... final report of 
the subcommittee] Augusta, 1978. 3, 2, 21. 


- 8684 - 
LEGISLATURE. Committee on Marine Resources, 
A study of the marketing activities of the Department 
of Marine Resources, final report. [Augusta] 1979. 
&W, 14, 4, 13, 5p. 79-622310 


- 8685 - 
LEGISLATURE. Committee on Transportation. Re- 
port ... on its study of private airports in Maine. 
[Augusta] 1979. 3, 21. + ill 79-622306 


- 8686 - 

LEGISLATURE, Joint Select Committee to Study the 
Vocational-Technical Institutes and the Maine School 
of Practical Nursing. A study of the vocational- 
technical institutes and the Maine School of Practical 
Nursing, final report. [Augusta] 1979. 141, 

79-622307 


LIFE SCIENCES AND AGRICULTURE EXPERIMENT 
STATION, Orono. Bulletin. [Orono] 


- 8687 - 
752, Reserve milk supplies of milk processors in 


Maine and Massachusetts, by Homer B, Metzger. 
1978. ii, 24p. ill. 


LIFE SCIENCES AND AGRICULTURE EXPERIMENT 
STATION, Orono. Miscellaneous report. [Orono] 


8688 - 

203. The soils of Maine [by] Robert V. Rourke, 
John A, Ferwerda, and Kenneth J. LaFlame,. 
Rev. 1978. 371, ill. 

Issued in cooperation with the U. S, Soil Con- 
servation Service. 


- 8689 - 

PHYSICAL GEOLOGY DIVISION. Surficial geology 
handbook for coastal Maine, by Woodrow B. Thomp- 
son. Prepared for the Maine State Planning Office. 
Augusta, 1978. vii, 66 p. 

79-622304 


- 8690 - 
SECRETARY OF STATE. The one hundred and ninth 
Maine Legislature, official list of State senators and 
representatives to the Legislature of the State of 
Maine elected November 7, 1978. [Augusta] 1978. 
folder. 


8691 - 

SELECT COMMITTEE ON MARINE RESEARCH, A 
study of the research activities of the Department of 
Marine Resources: the five year research plan, final 
report, [Augusta] 1979. 17, 24p.+ ill. 


79-622308 
- 8692 - 

SOUTHERN MAINE VOCATIONAL TECHNICAL INSTI- 
TUTE, Portland. Southern Maine Vocational Tech- 
nical Institute, "dedicated to meeting the needs of 
Maine's business and industrial community."' South 
Portland [1978] folder, ill. 


MARYLAND 


- 8693 - 
DEPT. OF LAW. Annual report and official opinions of 
the attorney general. Vol. 62; 1977. [Baltimore] 
xxvii, 1015 p. 50-23612 


- 8694 - 
DIVISION OF CONSUMER PROTECTION. Refund policy 


of retailers; adopted regulation, effective Sept. 1, 
1976, 


[Baltimore] 1976. [1] 1. 


- 8695 - - 8702 - 
DIVISION OF LABOR AND INDUSTRY. Annual report. 65. Distortional effects of curved I girder on bridges 
1978, [Baltimore] ii, 94p. ill. 76-645484 [by] Conrad P. Heins [and] Thomas L. Martin, 
[Prepared in cooperation with the Federal Highway 
8696 - Administration. 1977] xii, 111 p. ill. 


; . F Issued in cooperation with the Bureau of Re- 
GEOLOGICAL SURVEY. Minerals in the economy of 
Maryland. 1978. [By] Joseph A. Sutton [and] Ken- 
neth N. Weaver. Prepared [in cooperation with] the Availabl 
U.S. Bureau of Mines. Baltimore. 14p, ill. vallable trom: National Technical Information 


annual. (U.S. Bureau of Mines, State mineral pro- 22161. 
files, SMP-45) 

Single copies free; available from: Publications 
Distribution Branch, Bureau of Mines, 4800 Forbes 
Ave., Pittsburgh, Pa. 15213. 


- 8703 - 

66. Design data and trends of curved bridges [by] 
Conrad P. Heins, [Prepared in cooperation with 
the Federal Highway Administration, 1977] 

~ 8697 - v, 36p. ill. 

STATE INSURANCE DIVISION, Annual report of the Issued in cooperation with the Bureau of Re- 
insurance commissioner of the State of Maryland to search, State Highway Administration. 
the secretary of licensing and regulation for review On cover: Curved box and I type girders. 
and transmittal to the Governor of Maryland and the Available from: National Technical Information 
members of the Maryland General Assembly. Service, Springfield, Va. 22161. 
106th; business of 1976, Baltimore. 72p._ ill. FHWA-MD-R-78-10. 

32-16079 
- 8704 - 
- 8698 - UNIVERSITY OF MARYLAND, College Park. Maryland 

STATE LAW LIBRARY, Annapolis. Maryland State Technical Advisory Service. 1978 compensation 
Law Library, F. Y. I. [Annapolis, n.d. 8]p. ill. survey of Maryland counties and municipalities. 

Prepared in cooperation with the Maryland Municipal 
- 8699 - League, Maryland Association of Counties [and] 


Dep t of E ic and ity Devel nt. 
TASK FORCE ON THE INTERRELATIONSHIP OF MARY- 
LAND/FEDERAL EMPLO - ENT STANDARDS. An Single copy free to each Maryland municipality and 
evaluation of the interrelationship of Maryland/Feder- county; others, $20.00. 79-622187 
al employment standards, prepared for the U.S. De- , . 
partment of Labor. Baltimore, Division of Labor UNIVERSITY OF MARYLAND, College Park. Water 


and Industry, 1978, 133p. ill Resources Research Center. Technical report. 
Cover title: Report. 79-622188 College Park, 


- 8700 - - 8705 - 

UNIVERSITY OF MARYLAND, College Park. Dept. of 48. Land treatment of waste effluents, proceedings 
Art. Women artists in Washington collections, by of a symposium at the Center of Adult Education, 
Josephine Withers. Her feminine colleagues, photo- University of Maryland, April 25-26, 1978, 
graphs and letters collected by Frances Benjamin Sponsored [in cooperation with] Environmental 
Johnston in 1900, by Toby Quitslund, [Exhibits Health Administration, Maryland Department of 
held] January 18 to February 25, 1979. College Health [and others. 19787] ii, 143 p. ill. 

Park [c1979] 143p, ill. Cover title: Proceedings of a symposium on 
Issued in cooperation with the Women's Caucus land treatment of waste effluents... 79-622189 
for Art. 78-24758 


MASSACHUSETTS 


UNIVERSITY OF MARYLAND, College Park. Dept. of All Massachusetts departmental reports bear a fixed docu- 
Civil Engineering. Civil engineering report. Col- ment number. These annual reports are distributed by the 
lege Park. Secretary of the Commonwealth, State House, Boston, Mass. 

Legislative documents, i. e. Senate and House documents, are 
available on exchange with the State Library, or from the 
- 8701 - Legislative Document Room, 428 State House, Boston, Mass. 
64. Interaction effects of bending and torsion on 
steel box girders; curved box and I type girders - 8706 - 
[by] C. P. Heins [and] R. S. Humphreys. [Pre- AERONAUTICS COMMISSION. An action program for 
pared in cooperation with the Federal Highway airport related noise abatement, [Boston] 1976, 
Administration] 1977, xv, 204 p. ill. various pagings. ill, 79-622367 
Issued in cooperation with the Bureau of Re- 
search, State Highway Administration. 
Available from: National Technical Information - 8707 - 
Service, Springfield, Va. 22161. AERONAUTICS COMMISSION. Work program for re- 
FHWA-MD-R-78-8, mainder of year 1, CASPP. Boston, 1977. unpaged. 
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- 8708 - 

AGRICULTURAL EXPERIMENT STATION, Amherst. 
Soil survey of Bristol County, Massachusetts, north- 
ern part [by Rino J. Roffinoli and Charles F. Hotz. 
Amherst, 1978] viii, 112, 27p. ill. 

Issued in cooperation with the U.S. Soil Conser- 
vation Service. 
- 8709 - 

ARSON ACTION GROUP. An action plan for attacking 
our fastest-growing crime, the final report of the 
Massachusetts Arson Action Group. [Boston, 1977] 
46 p. 

- 8710 - 

BELCHERTOWN STATE SCHOOL. Annual repori of 
the trustees, 1976/77. [Belchertown] vi, 84p. 
(Public document no, 138) 

Report year ends June 30, 


- 8711 - 
BOARD OF EDUCATION. Minutes of the annual meeting. 
1976, [Boston] 161. 
- 8712 - 


BOARD OF LIBRARY COMMISSIONERS, Federal 
library support programs, a progress report. Bos- 
ton, 1977. various pagings, 79-622321 


- 8713 - 
BOARD OF LIBRARY COMMISSIONERS. Massachusetts 
Board of Library Commissioners, Boston [1978] 
18 p. 


- 8714 - 
BUDGET BUREAU. Procedures manual for preparation 
of secretarial budget recommendations for fiscal 
year 1979, [Boston, !977?] 35 p. 


- 8715 - 
BUREAU OF EDUCATIONAL INFORMATION SERVICES, 
Legislative package. 1975. [Boston] 23 p. 


- 8716 - 

BUREAU OF EMPLOYEE DEVELOPMENT. Collective 
bargaining for supervisors-a discussion of the devel- 
opment of the Massachusetts program-it's [sic] 
strength, weaknesses, and future challenges. 
ton, 1977] 27p, ill. 


[Bos- 


- 8717 - 

BUREAU OF EQUAL EDUCATIONAL OPPORTUNITY. 
Bibliography of multi-ethnic and sex-fair resource 
materials available from Massachusetts Department 
of Education... to assist in the implementation of 
Chapter 622. [Boston] 1976, ii, 28 p. 

Issued in cooperation with the Bureau of Education- 
al Information Services, 


- 8718 - 


BUREAU OF EQUAL EDUCATIONAL OPPORTUNITY. 
Resource list of consultants working on the issues of 
equal educational opportunity, Boston[n.d.] 81. 


- 8719 - 
BUREAU OF NUTRITION EDUCATION AND SCHOOL 
FOOD SERVICES. Annotated bibliography, grades 
K-6. Boston[n.d.] 26 p. 


- 8720 - 

BUREAU OF NUTRITION EDUCATION AND SCHOOL 
FOOD SERVICES, Nutrition education: a coopera- 
tive effort, leader guide. [Boston] 1976. v, 34p. 
ill. 


- 8721 - 
BUREAU OF NUTRITION EDUCATION AND SCHOOL 
FOOD SERVICES, Nutrition education: a coopera- 


tive effort, teacher guide, grades K-6. [Boston] 
1976, vi, 36p. ill. 
- 8722 - 
BUREAU OF SOLID WASTE DISPOSAL, Preliminary . 


report on recycling in Massachusetts cities and towns. 
[Boston] 1977. 71. 


- 8723 - e 
BUREAU OF STUDENT SERVICES. The student's 
guide to special education [by Julie Donahue and 
others. Boston, 1977?] 23p. ill. 


BUREAU OF TRANSPORTATION PLANNING AND 
DEVELOPMENT. Bikeways planning information. 
[Boston] 

Issued in cooperation with Bikeways Study Group, 
Institute for Governmental Services, University of 
Massachusetts. 

- 8724 - 
. Bikeways: definitions [by Christ 
man Petyk, and Joseph Lemanski| 1975, 
ill. 


er Wren, Ro- 
10 p. 


- 8725 - 
The D.P.W. bikeways planning process [by Chris- 
topher Wren, Roman Petyk, and Joseph Lemanski] 
1975. 8p. ill. 


- 8726 - 
Bikeways: funding [by Christopher Wren, Roman 
Petyk, and Joseph Lemanski] 1975. 15p. ill. 


2. 


- 8727 - 
Bikeways: design standards [by Christopher Wren, 
Roman Petyk, and Joseph Lemanski] 1975. 7p. : 
ill. 


- 8728 - 
Bikeways: demand determination [by Christopher 
Wren, Roman Petyk, and Joseph Lemanski] 1975. “ 
6p. ill 


- 8729 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Game population trend and harvest survey; 
project no. W-35-R-18, work plan I, statewide game 
harvest, job I-1, statewide small game harvest, 
period covered: 1 June 1975 to 31 May 1976 [by James 
E. Cardoza. Boston, n.d.] unpaged. 


- 8730 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Game population trend and harvest survey; 
project number: W-35-R-18, work plan I, statewide 
game harvest, job I-2, statewide beaver harvest, 
period covered: 1 June 1975 to 31 May 1976 [by James 
E. Cardoza. Boston, n.d. 9] 1. ill. 
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- 8731 - 

BUREAU OF WILDLIFE RESEARCH AM MANAGE- 
MANT. Game population trend and harvest survey; 
project no. W-35-R-18, work plan II, Massachusetts 
white -tailed deer study, job(s] II-1 [-4] period 
covered: 1 June 1975 to 31 May 1976 [by James J. 
McDonough. Boston, n.d.] unpaged. 


- 8732 - 

BUREAU OF WILDLIFE RESEARCH AND MANGE- 
MENT. Game population trend and harvest survey; 
project no. W-35-R-18, work plan IV, wild turkey 
restoration study, job IV-1, experimental turkey 
stocking, period covered: 1 June 1975 to 31 May 1976 
James E. Cardoza. Boston, n.d. 4] 1. 


- 8733 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MANT. Game population trend and harvest survey; 
project no. W-35-R-18, work plan VI, black bear 
study, job VI-1, black bear population dynamics, 
period covered: 1 June 1975 to 31 May 1976 [by James 
E. Cardoza. Boston, n.d. 4] 1. 


- 8734 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Game population trend and harvest survey; 
project number : W-35-R-19, work plan III, census 
of game species, job III-1, mourning dove census, 
period covered: 1 June 1976 to 31 May 1977 [by James 
E. Cardoza. Boston, 1977? 3] 1. 


- 8735 - 


BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project number: W-42-R-9, work plan II, coastal and 
inland waterfowl banding, job II-1 ... (preseason 
segment), period covered: 15 January 1975 to 14 
January 1976 [by H. W. Heusmann. Boston, n.d. 

6] 1. 


- 8736 - 


BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project no. W-42-R-9, work plan VI, park waterfowl 
project, job VI-1, population biology of park water- 
fowl populations, period covered: 15 January 1975 to 
14 January 1976 [by H. W. Heusmann. Boston, n.d. 
4] 1. 


- 8737 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project number: W-42-R-10, work plan II, coastal 
and inland waterfowl banding, job II-1 ... (winter 
segment), period covered: 15 January 1976 to 14 


ag 1977 [by H. W. Heusmann. Boston, 1977? 


- 8738 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project no. W-42-R-10, work plan V, gosling trans- 
plant study, job V-1... period covered: 15 January 
1976 to 14 January 1977 [by H. W. Heusmann. Boston, 
1977? 3] 1. 


MASSACHUSETTS 


- 8739 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project no. W-42-R-10, work plan VI, park water- 
fowl project, job VI-1, population biology of park 
waterfowl populations, period covered: 15 January 
1976 to 14 January 1977 [by H. W. Heusmann. 
Boston, 1977? 2] 1. 


- 8740 - 

BUREAU OF WILDLIFE RESEARCH AND MANAGE- 
MENT. Massachusetts waterfowl research program; 
project number W-42-R-J0, work plan VII, black 
duck imprinting study, job VII-1 ... period covered: 
15 January 1976 to 14 January 1977 [by H. W. Heus- 
mann. Boston, 1977? 3]1. 


- 8741 - 
CENSUS DIVISION. Massachusetts 1975 decennial 
census, [Boston, d. | 107 79-622360 


CENTRAL TRANSPORTATION PLANNING STAFF, 
CPS technical memorandum, Boston, 


- 8742 - 
8. Preliminary identification of area improvement 
projects, 1978, 13, A2l. ill. 


- 8743 - 

COMMISSION AGAINST DISCRIMINATION. Decision 
of the full commission, docket no, 74-E-846-A, 
Thomas W. Kimball, complainant v. Electronics 
Corporation of America, respondent, [Boston, 
1977] 21. 


- 8744 - 

COMMISSION AGAINST DISCRIMINATION, Findings of 
fact, conclusions of law and order, no, 74-E-846-A, 
Suffolk, ss, appeal of Thomas W. Kimball, complain- 
ant vs. Electronics Corporation of America, respond- 
ent. [Boston, 1977] 111. 


- 8745 - 

COMMISSION FOR THE BLIND. Brochure of services 
of the Massachusetts Commission for the Blind, 
Boston [n.d.] 43 p. 

Free, 


- 8746 - 
COMMISSION FOR THE BLIND. Information bulletin, 
John E. Ferguson, editor. [Boston] 1976. 6p. 


8747 - 

COMMISSION FOR THE BLIND. Study of the talking 
book program in Massachusetts, conducted at the 
request of the Massachusetts Commission for the 
Blind [by Elizabeth Bole Eddison and Alice Sizer 
Warner] Lexington, ?&! Warner-Eddison Asso - 
ciates, 1977. various pagings, ill. 79-622320 


- 8748 - 
COMMISSION ON INTERSTATE CO-OPERATION, Re- 
port ... tothe General Court. 1977. [Boston] 
unpaged. 
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~ 8749 - 
COMMITTEE ON CRIMINAL JUSTICE. Comprehensive 
criminal justice plan, criminal justice programs. 
1977. Boston. xx, 158p. ill. annual. 


- 8750 - 

COMPTROLLER'S DIVISION. Financial report. 

1977/78, [Boston] xx, 292p. ill. annual. 
lic document [no, | 40) 

Report year ends June 30, 


- 8751 - 

CONSUMERS' COUNCIL, Directory of nutrition educa- 
tion services in Massachusetts listed by cities and 
towns. Mar. 1978, [Boston] 15 p. 

- 8752 - 

CONSUMERS' COUNCIL. Report... July 1, 1976 to 

January 1, 1978, [Boston, 1978] 14 p. 


56th; 
(Pub- 


25-27192 


79-622371 


- 8753 - 
CRIMINAL JUSTICE TRAINING COUNCIL. A staff 
analysis of criminal justice agencies in Massachu- 
setts, [Boston, 1977] various pagings. ill. 
Cover title: A staff analysis of the criminal justice 
system in Massachusetts, 


79-622355 
- 8754 - 
CUSHING HOSPITAL, Framingham. Annual report. 
1975/76, Framingham. 
Report year ends June 30. 
- 8755 - 


DEPT, OF COMMERCE AND DEVELOPMENT. Massa- 
chusetts in perspective. [Boston, n.d.] 56p. ill. 


79-622373 


- 8756 - 

DEPT. OF COMMERCE AND DEVELOPMENT. Office 
of Economic Research and Statistics, 1977 employ- 
ers in Massachusetts, a list of the employers in 
Massachusetts having 100 to 249 employees who are 
covered by the Employment security law. Boston 
[n.d.] 62p. 


- 8757 - 

DEPT. OF COMMERCE AND DEVELOPMENT. Office 
of Economic Research and Statistics, 1977 employ- 
ers in Massachusetts, a list of the employers in 
Massachusetts having 250 to 499 employees who are 
covered by the Employment security law. Boston 
[n.d.] 20 p. 


- 8758 - 
DEPT. OF COMMERCE AND DEVELOPMENT, Office 
of Economic Research and Statistics, 1977 larger 
employers in Massachusetts, a list of the employers 
in Massachusetts having 500 to 999 employees who 
are covered by the Employment security law. Bos- 
ton [n.d.] 10 p. 


- 8759 - 

DEPT. OF COMMERCE AND DEVELOPMENT. Office 
of Economic Research and Statistics, 1977 larger 
employers in Massachusetts, a list of the employers 
in Massachusetts having 1, 000 or more employees 
who are covered by the Employment security law. 
Boston [n.d.] 6p. 


- 8760 - 
DEPT, OF COMMUNITY AFFAIRS, 


Proposing a good 
time, being the gentle art of separating money from 
its source, prepared by Susan Schruth for the Citi- 
zencraft project of the Massachusetts Bicentennial 
Commission. [Boston, nd.] 91, ill. 


- 8761 - 
DEPT, OF COMMUNITY AFFAIRS, Purposes and 
programs. [Boston] 1976, 241. 


8762 - 
DEPT. OF COMMUNITY AFFAIRS, Office of Local 


Assistance. A guide to citizen participation. Rev. 
Boston, 1976. 57p. (Its Local assistance series 
supplement) 


- 8763 - 
DEPT. OF COMMUNITY AFFAIRS, Office of Local 
Assistance. The Wetlands protection act (Chap- 
ter 131, Section 40 general laws), questions and 
answers [by Robert J. Heanue] Rev. Boston, 1976. 
vii, 121. ill. 


- 8764 - 

DEPT. OF COMMUNITY AFFAIRS, Office of Local 
Assistance. Local Liaison Section. Some questions 
and answers on betterments (Chapter 80 & 80A, gen- 
eral laws) [by John Young. Boston] 1976, 81. 

A reprint. 


~ 8765 - 

DEPT. OF COMMUNITY AFFAIRS, Office of Planning, 
Policy, and Program Development. Housing Massa- 
chusetts, summary report |by Norma Bogen, Scott 
Martin, and Susan Jacobs, Boston, 1978] ii, 301. 


- 8766 - 
DEPT, OF CORRECTION. Work release in an insti- 
tutional setting: the experience at MCI Concord, pre- 


pared by Shari Wittenberg. [Boston] 1978, 23 p. 
79-622372 
- 8767 - 
DEPT. OF CORRECTION. Research Unit. An analysis 


of recidivism among residents released from MCI 
Bridgewater during 1971-1975 [by] Linda Druker. 
[Boston] 1978, iii, 22 p. 


- 8768 - 
DEPT. OF CORRECTION, Research Unit. Patterns 
in commitments to Massachusetts houses of correc- 
tion, a trend analysis, prepared by Charles Metz- 


ler. [Boston] 1978, ii, 14p. ill, 79-622366 
8769 - 
DEPT. OF CORRECTION, Research Unit. A statis- 


tical description of court commitments to the Massa- 

chusetts correctional institutions during 1976, pro- 

duced by Charles Metzler. [Boston] 1977, iv, 48 p. 
79-622314 


- 8770 - 
DEPT. OF EDUCATION, Bureau of Research and 


Assessment. Assessment of students in Metropoli- 
tan Council for Educational Opportunity (METCO) 
programs, 1975-1976. [Boston] 1976. iii, 55 p. 
Cover title: METCO assessment, 1975-1976, 
Massachusetts educational assessment program. 


- 8771 - 

DEPT. OF EDUCATION, Bureau of Research and 
Assessment. Facts about education in Massachu- 
setts, 1976-1977, [Boston, 1978] 16 p. 

Issued in cooperation with the Bureau of Educa- 
tional Information Services, 


- 8772 - 

DEPT. OF EDUCATION, Bureau of Research and 
Assessment. Massachusetts educational assess- 
ment program, consumer skills and values, 1976- 
1977, {Boston, n.d. | 99 p. ill. 79-622335 


- 8773 - 

DEPT, OF EDUCATION, Bureau of Research and 
Assessment. Massachusetts educational assess- 
ment program, school climate study, 1976-1977, 
[Boston, n d. | 105 p- ill. 79-622323 


~ 8774 - 
DEPT. OF EDUCATION. Bureau of Research and 
Assessment. Massachusetts statewide educational 
assessment, 1977-78, questions and answers. [Bos- 


ton, folder. 


- 8775 - 
DEPT. OF ELDER AFFAIRS, Chairman of councils on 
aging. [Boston, nd.] 4, 6, 4, 2p. 


- 8776 - 

DEPT. OF ENVIRONMENTAL MANAGEMENT. North 
River management plan (and regulations), public 
draft [by Suzanne Kilner. Boston] 1978, 

62, A2,B7,C15p. ill 
On cover: Scenic rivers program. 


- 8777 - 

DEPT. OF ENVIRONMENTAL MANAGEMENT. Spe- 
cial report ... relative to the development and main- 
tenance of a public beach along the Taunton River in 
the city of Fall River. ([Boston, 1976] 9p. ill. 
(House [document] no. 5346) 


- 8778 - 


DEPT. OF ENVIRONMENTAL QUALITY ENGINEERING, 
Eutrophication and aquatic nuisance control program, 
draft policy. Boston[1977?] 211. 


- 8779 - 
[DEPT. OF FOOD AND AGRICULTURE] Boston area 


community gardens- Suffolk County, 1977. [Boston, 
n.d.] 3p. 
- 8780 - 
DEPT. OF FOOD AND AGRICULTURE. Massachusetts 


agricultural statistics. 1977. Compiled by New 
England Crop and Livestock Reporting Service. 
Boston. 57p. ill. 


- 8781 - 
[DEPT. OF FOOD AND AGRICULTURE] Massachusetts 
community gardens, 1977. [Boston, n.d.] unpaged. 


- 8782 - 
DEPT. OF MENTAL HEALTH. Office of Information 


Systems, Evaluation, and Planning. M.I,S, client 
[Boston] 


component, version II, instruction manual. 


1978, ill. 


various pagings, 
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- 8783 - 

DEPT. OF PUBLIC HEALTH, A program for preven- 
tion in Massachusetts, [Boston] 1977. v, 87 p. 

ill. 79-622322 
- 8784 - 

DEPT. OF PUBLIC SAFETY. Annual report of the 
commissioner of public safety, 56th; 1976/77, 
[Boston] iii, 150 p, 

Report year ends June 30, 


- 8785 - 

DEPT. OF PUBLIC UTILITIES, D.P.U. 18966, pe- 
tition of the city council of Revere for implementa- 
tion of an emergency telephone communications sys- 
tem (911) by the New England Telephone and Tele- 
graph Company with local police and fire stations 
from any public telephone without the necessity of de- 
positing acoin. [Boston] 1978, 101, 


- 8786 - 

DEPT. OF PUBLIC WELFARE, Food stamp certifi- 
cation handbook. [Boston, 1977] various pagings. 
ill. (Public document no. 9651) 

A reprint. 


21-27207 


- 8787 - 


DEPT. OF PUBLIC WELFARE, 
tation services, [Boston] 1977, 


- 8788 - 
DEPT. OF PUBLIC WELFARE. Medical assistance 
(Medicaid) services for Massachusetts recipients 
[effective October 1977. Boston, n.d.| folder. 


- 8789 - 

DEPT. OF PUBLIC WELFARE, 
rows. [Boston, 1977. 3]p. 
Issued also in Chinese, Portuguese, and Spanish, 


- 8790 - 
DEPT, OF THE ATTORNEY GENERAL, Public Pro- 
tection Bureau. The law relating to battered women. 
Boston [n.d] 10 p. 79-622480 


Medicaid transpor- 
25p. ill. 


Protect their tomor- 


- 8791 - 

DIVISION OF BANKS AND LOAN AGENCIES, 

tive action program. Rev. Boston, 1978, 
- 8792 - 

[DIVISION OF BANKS AND LOAN AGENCIES] Annual 
report submitted to the Board of Governors of the 
Federal Reserve System relative to the administra- 
tion and enforcement of consumer credit cost dis- 
closure laws and regulations, 1975/76, [Boston] 
15, 2, 2, 33, 241L 

Report year ends Oct, 31, 


Affirma- 
91, 


- 8793 - 

[DIVISION OF BANKS AND LOAN AGENCIES] Testi- 
mony before [U. S,] Senate Banking, Housing, and 
Urban Affairs Committee by Carol S, Greenwald, 
commissioner of banks, on the Community reinvest- 

7p. 


[Boston] 1977, 


- 8794 - 

DIVISION OF CIVIL SERVICE, Fire manual for the 
instruction of applicants for entrance examinations in 
the fire service in cities and towns of the Common- 
wealth of Massachusetts. [Boston, n.d.| 80 p. 


ment act of 1977, 
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- 8795 - 
DIVISION OF CONSERVATION SERVICES, Annual 
report, 1975/76. [Boston] 17 p. 


- 8796 - 

DIVISION OF DRUG REHABILITATION, Educational, 
vocational, crim, justice, residential, medical, hot- 
lines, drop-in, day care, outreach, streetwork, in- 
tervention resource directory--drug treatment & 
prevention programs in Massachusetts (1977-1978. 
Boston, n.d.| unpaged. 


- 8797 - 
DIVISION OF EMPLOYMENT SECURITY. State Ad- 


visory Council. Annual report. 1975/76. [Bos- 
ton] ii, 15, 91. + 
Report year ends June 30, 


- 8798 - 
DIVISION OF INSURANCE, Buying your 1977 auto- 
mobile insurance, a consumer guide. [Boston, n.d. ] 
11 p. 


- 8799 - 
DIVISION OF INSURANCE. Opinion, findings, and 
decision on 1978 automobile insurance rates. Bos- 
ton, 1977. 275 p. 79-622369 


- 8800 - 
DIVISION OF MARINE FISHERIES, 
chusetts marine fisheries laws. 
7p. ill. 


Abstracts of Massa- 
[Boston, n.d. | 


- 8801 - 

DIVISION OF MARINE FISHERIES. Anadromous fish 
of Massachusetts, a summary of the regulation, 
management, and utilization of alewives, shad, and 
smelt. [Boston, nd.] 20p. ill. 


8802 - 


DIVISION OF MARINE FISHERIES. Current status of 


deliberations of the Gear Conflict Advisory Committee. ~ 


Boston, 1977. 5p. 


- 8803 - 

[DIVISION OF MARINE FISHERIES] Discussion ques- 
tions & answers relative to the draft fishery manage- 
ment plan for the American lobster fishery, pre- 
pared by the Northeast Marine Fisheries Board, Lob- 
ster Sub Board. 


[Boston] 1978. 5p. 


- 8804 - 

[DIVISION OF MARINE FISHERIES] Fishery manage- 
ment plan for the American lobster fishery, draft 
summary, prepared by Northeast Marine Fisheries 
Board, Lobster Sub Board of the State-Federal Man- 


agement Partnership Program. 


[Boston] 1978. 
5 p. 


- 8805 - 


DIVISION OF MARINE FISHERIES. Underwater ob- 


servations of Nantucket Harbor with conclusions and 
recommendations to improve the shellfisheries [by] 
H. Arnold Carr [and] David L. Chadwick, 
1977, 31. ill. 


[Boston] 


- 8806 - 

DIVISION OF MARINE FISHERIES. Lobster Sub Coun- 
cil. Review of unpublished lobster gear research 
data and consequent management recommendations, 
by the Lobster Scientific Committee. [Boston, 1975] 
2, iii, 181. ill. 

Cover title: Report on lobster gear-related mor- 
tality, injury, and escapement. 
- 8807 - 

DIVISION OF OCCUPATIONAL EDUCATION, Sate 
funded occupational programs in Massachusetts, 
Boston, 1977, 53p. 

- 8808 - 
DIVISION OF OCCUPATIONAL HYGIENE, Guidelines 


for office buildings with asbestos fireproofing. Bos- 
ton [1978] 
- 8809 - 
DIVISION OF OCCUPATIONAL HYGIENE, Recom- 
mended safe practices; chemical data sheet. Boston, 
1, Formaldehyde. 1978, [1]1L 
7. Trichlorethylene, 1978, ([1]1. 
27. Perchloroethylene. [1978. 2]p. 
- 8810 - 
DIVISION OF OCCUPATIONAL HYGIENE, Recom- 
mended safe practices; medical data sheet. Boston, 
9. Cutting oil dermatitis. [1978. 2] p. 
- 8811 - 
DIVISION OF OCCUPATIONAL HYGIENE. Recom- 
mended safe practices; mineral data sheet. Boston. 
5. Talc. 1978. [1]1. 
8. Aluminum oxide, 1978. [1]1. 
- 8812 - 
DIVISION OF OCCUPATIONAL HYGIENE, Recom- 
mended safe practices; nursing data sheet,. Boston, 


13, Services available for health and educational 
materials, [1977. 2]p. 


- 8813 - 
DIVISION OF OCCUPATIONAL HYGIENE, Recom- 
mended safe practices; respiratory protection data 
sheet. Boston. 


24. Dispersoid respirators, highly toxic dusts, 
1978, [1]1. 


- 8814 - 
DIVISION OF OCCUPATIONAL HYGIENE. Recom- 
mended safe practices; ventilation data sheet. Bos- 
ton. 


19, Pouring station, 1978. [1]1. ill. 
- 8815 - 
DIVISION OF OCCUPATIONAL HYGIENE. Standard 
operating procedure for removing lead-based paint .. 
Boston [1978] 21 


- 8816 - 

DIVISION OF PERSONNEL ADMINISTRATION. Course 
and procedures for disciplinary action. [Boston, 
1976] 6, 2, 2p. 

- 8817 - 

DIVISION OF PERSONNEL ADMINISTRATION, Inform- 
ation on 1977 legislation affecting civil service. 
[Boston, 1978] 6p. 79-622487 

- 8818 - 

DIVISION OF PERSONNEL ADMINISTRATION. = Stand- 
ards for a merit system of personnel administration, 
[Boston, 1976] 92p. 

- 8819 - 

[DIVISION OF] PLANT PEST CONTROL, List of cer- 
tified Massachusetts nurserymen. Boston [n.d. } 
20 p. 

- 8820 - 

DIVISION OF SPECIAL EDUCATION. Special education 
training resource catalogue for Massachusetts [by] 
Robert H. Audette and Anne L. Connolly. [Boston] 
1977. 285 p. 

- 8821 - 

DIVISION OF SPECIAL EDUCATION, Bureau of Pro- 
gram Audit and Assistance. The regional review 
board handbook [by Chevy Martin and Jessica Weld. 
Boston, 1977] vii, 154 p. 


- 8822 - 
DIVISION OF STANDARDS, Annual report. 1975/76, 
Boston. 281. 
Report year ends June 30, 62-64033 
- 8823 - 


DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. Baseline water quality studies of 
selected lakes and ponds in the Taunton River Basin, 
1975,. Westborough, 1977. 85p. ill. 79-622385 

~ 8824 - 

DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. Baseline water quality studies of 
selected ponds in the Stony Brook and Shawsheen 
River Basins, 1974. Westborough, 1977. 73 p. 
ill, 

Cover title: Stony Brook and Shawsheen River 
Basins; Flushing Pond, Fosters Pond, Long-Sought- 
For-Pond, Ames Pond, Keyes Pond, Mill Pond... 

79-622378 


- 8825 - 

DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. Cape Cod drainage water quality 
and wastewater discharge survey data, 1975, 1976, 
Westborough, 1977, 133, 1B, 2A, 3C, 4Dp. 
ill. 79-622383 


- 8826 - 


DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. Commonwealth of Massachusetts 
summary of water quality, 1977. Westborough, 1977. 


115, INp. ill. 79-622332 


- 8827 - 
DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section, Environmental preferences of se- 


lected freshwater benthic macroinvertebrates [by] 
Stephen C, Travis, 
ill. 


Westborough, 1978. vii, 94p. 


Thesis (M.A.) Worcester State College. 


MASSACHUSETTS 


- 8828 - 
DIVISION OF WATER POLLUTION CONTROL, Water 
French and Quinebaug River Basin. 


Quality Section. 
[Pt. a] Water quality management plan. West- 
borough, 1975. 84, 1E, 2N, 5Mp. ill. 
79-622327 
- 8829 - 

DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. French and Quinebaug Rivers, 
[Pt. cf 1974 water quality analysis [by] Paul R. An- 
derson, Eben W. Chesebrough [and] Michael D, Bil- 
ger. Westborough, 1975. 122p. ill. 79_g29399 


- 8830 - 
DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. French and Quinebaug Rivers, 
[Pt. cf} 1974 & 1976 water quality analysis [by] Jef- 
frey B. Smith, Westborough, 1978, 94p. ill. 
79-622381 


- 8831 - 
DIVISION OF WATER POLLUTION CONTROL. Water 
ality Section. Ipswich and Parker Rivers, [Pt. 
d water quality analysis and water manage- 
ment plan, by John D. Dalton. Westborough, 1977, 
196, 1 E, 32, EE, 4Xp._ ill. 
79-622328 


- 8832 - 

DIVISION OF WATER POLLUTION CONTROL, Water 
Quality Section. Martha's vineyard, 1975-1976, 
water quality monitoring data, groundwater monitor- 
ing data, wastewater discharge monitoring data. 
Westborough, 1977, 69, 1C, 2N, 3Ap. ill. 

Cover title: The islands 1975-1976 Martha's Vine- 
yard water quality study. 79-622380 
- 8833 - 

DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. Metropolitan Area Planning Coun- 
cil area wide wastewater management study, treat- 
ment plant sampling data, Westborough, 1977. 

136 p. ill, 79-622331 


- 8834 - 

DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section, Metropolitan Area Planning Coun- 
cil areawide wastewater management study, wet 
weather survey data, 1977. Westborough, 1977. 


v, 2l1p. ill. 79-622386 
- 8835 - 
DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section. North River [Basin. Pt. a and b, 


French Stream] 1977 water quality survey and dis- 
charge data. Westborough [19777] 53 p. ill. 


79-622379 
- 8836 - 

- DIVISION OF WATER POLLUTION CONTROL. Water 
Quality Section, SUASCO River Basin. [Pt. b] 
1977 wastewater discharge survey data. Westbor- 
ough, 1977, 33p. ill. 79-622377 

- 8837 - 


DIVISION OF WATER POLLUTION CONTROL, Water 


Quality Section. Selected publications index, 1963- 
- Rev. Westborough, 1978, 21p. il. 
79-622315 
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- 8838 - 
DIVISION OF WATER POLLUTION CONTROL. Water 


Quality Section, Water quality monitoring program, 
1977, Commonwealth of Massachusetts, Westbor- 
ough, 1978, 262, ID, 1 Dp. ill. 79-622387 


- 8839 - 
DIVISION OF WATER POLLUTION CONTROL. Water 


Quality Section. Waushakum Pond water quality 
study, Sprit 1975-April 1976 [by] Eben W. Chese- 
brough [and] Arthur J. Screpetis, Westborough, 
1977. 46p. + ill. 79-622334 


- 8840 - 
Register and vote in elections 
[Boston, n.d.] folder. ill. 


ELECTIONS DIVISION. 
in Massachusetts, 


~ 8841 - 


Running for office as a sticker 
[Boston, n.d.] folder. 


ELECTIONS DIVISION, 
or write-in candidate. 


- 8842 - 
ENERGY POLICY OFFICE. Commonwealth of Massa- 
chusetts State energy conservation plan, prepared in 
accordance with the Energy policy and conservation 


act, public law 94-163, final draft for public comment. 


[Boston] 1977. 109p. ill. 


- 8843 - 

ENERGY POLICY OFFICE, Energy analysis and con- 
servation survey for Tewksbury State Hospital, pre- 
pared by Anthony DiNapoli. Edited by Judith C. Al- 
land. Boston, 1977. 17p. 


~ 8844 - 
ENERGY POLICY OFFICE. Save heat, save money; 
adult education energy conservation course. [Bos- 
ton| 1977. viii, 32p. ill. 


- 8845 - 
[EXECUTIVE OFFICE OF CONSUMER AFFAIRS. ] 
Solar Action Office, List of people and organizations 
eligible for HUD solar domestic hot water grant. 
Boston, 1977. various pagings. 


- 8846 - 

EXECUTIVE OFFICE OF ECONOMIC AFFAIRS, The 
Governor's Conference on Community Revitalization, 
program ... [held] April 11 [1977, Boston] Co- 
sponsored by Roxbury Action Program. [Boston, 
1977] various pagings, ill. 


~ 8847 - 

EXECUTIVE OFFICE OF EDUCATIONAL AFFAIRS, 
The schooled-out population: a form of social in- 
equality, by Paul Parks. Research by Paul Marsh, 
[Boston, 1977?] 28 p. 


- 8848 - 
EXECUTIVE OFFICE OF ENVIRONMENTAL AFFAIRS, 
Regulations governing the implementation of the 
Massachusetts Environmental policy act, general 
laws, Chapter 30, sections 62 to 62H, inclusive. 
[Boston, n.d.] 36, 101, + ill. 


79-622481 


- 8849 - 

EXECUTIVE OFFICE OF TRANSPORTATION AND 
CONSTRUCTION. 1977 Massachusetts Sate rail 
plan, prepared for the information of the citizens and 
rail users of the Commonwealth and for the Federal 
Railroad Administration in conformance with 49 CFR 
266.9. [Boston] 1977. various pagings, ill. 


79-622375 
- 8850 - 


GENERAL COURT. House of Representatives. 


Journal, 
Vol, 1-2; 1978. 


Boston, Eagle Graphics, Inc. 2 v. 
21-27001 


- 8851 - 
GENERAL COURT. Joint Committee on Post Audit and 


Oversight. Post Audit and Oversight Bureau. Com- 

munity mental health services: an overview. [Boston] 

1977, iv, 47, 31, ill. 79-622362 
- 8852 - 

GENERAL COURT. Joint Committee on Post Audit and 
Oversight. Post Audit and Oversight Bureau. State 
college system faculty instructional workload. [Bos- 
ton] 1977. v, S11, 49, 81. ill, 79-622316 


- 8853 - 

[GENERAL COURT] Joint Committee on the Judiciary. 
Minority report... relative to the matter of Chief 
Justice Robert M, Bonin. Boston, 1978. 71, 

- 8854 - 

GENERAL COURT. Joint Committee [on the] Judiciary. 
Report... on the resolution of addresss requesting 
the Governor to remove Robert M. Bonin from the 
office of chief justice of the Massachusetts Superior 
Court. [Boston] 1978. 81, 

- 8855 - 

[GENERAL COURT] Science Resource Office. Some 
scientific information about laetrile and cancer [by] 
Richard H, Bolt [and] Robert W. Capstick. [Boston] 


1977, 42p. 79-622365 


- 8856 - 

[GENERAL COURT] Senate. An incomplete chronology 
of the Walpole horror show in the last 2 years. Bos- 
ton, 1978, 6, 2, 21. 

8857 - 

[GENERAL COURT] Senate. Committee on Ethics. 
Hearing ... in re: Senators DiCarlo and MacKenzie... 
[held] Boston, Massachusetts ... March 31, 1977. 
Boston, Robert H. Lange Associates [1977?] 451. 

79-6223 56 


- 8858 - 

GOVERNOR. ...Edited transcript of remarks by - 
Governor Michael S. Dukakis to the Municipal Forum 
of New York City of Thursday, February 17, 1977. 
Boston [19777] 8 p. 

- 8859 - 

GOVERNOR. The state of the State: Governor Michael 
Dukakis's report to the people of Massachusetts, de- 
livered before a joint session of the Massachusetts 
Legislature in the chamber of the House of Represen- 
tatives, State House, Boston, Wednesday, January 11, 
1978. [Boston, 1978] 9 p. 79-622319 

- 8860 - 

GOVERNOR'S ADVISORY COMMITTEE ON COMPUTERS 

AND DATA PROCESSING. Report to the Governor. 

[Boston] 1977. 6p. 

Committee established by Executive order no, 132, 

Jan, 4, 1977, 79-622353 


- 8861 - 

GOVERNOR'S CONFERENCE ON LIBRARIES AND IN- 
FORMATION SERVICES, Fact sheets for workshops 
[by Dorothy J. Pryor and others, Boston, n.d, | 
5, 3, 3, 2p. 


- 8862 - 
GOVERNOR'S CONFERENCE ON LIBRARIES AND IN- 
FORMATION SERVICES, Resolutions... as of 
April 27, 1978, Boston [19787] 10 p. 79-622374 


- 8863 - 

GOVERNOR'S CONFERENCE ON LIBRARIES AND IN- 
FORMATION SERVICES. Summary of results ... 
statewide questionnaire survey, 1977-1978 ... 
submitted [by] J. Worth Estes. [Boston] 1978. [2] lL. 


- 8864 - 
GOVERNOR'S CONFERENCE ON LIBRARIES AND IN- 
FORMATION SERVICES, Citizen's Advisory Com- 
mittee. Statements of concerns. [Boston, n.d. | 


unpaged, 79-622339 


- 8865 - 
GOVERNOR'S MANAGEMENT TASK FORCE. 
cabinet presentation. [Boston ] 1976. 
28, 7, 4, 2, 4,51. + 
- 8866 - 
GOVERNOR'S MANAGEMENT TASK FORCE, Imple- 
mentation progress reporting guide. [Boston, n.d. } 
161. ill. 


GMTF 


- 8867 - 
GOVERNOR'S MANAGEMENT TASK FORCE, A man- 
agement plan for Massachusetts, implementation 
progress report. [Boston, 1977] 20p. 


8868 - 
GOVERNOR'S SELECT COMMITTEE ON RACING, 
Report. [Boston] 1978. 231. 79-622363 


- 8869 - 

GOVERNOR'S SPECIAL COMMITTEE ON LOCAL GOV- 
ERNMENT MANAGEMENT CAPACITY. Massachu- 
setts municipal management: a necessary assess- 
ment, report [by Brent A. Wilkes, Boston] 1978, 

79-622340 


- 8870 - 

GROUP INSURANCE COMMISSION. Health insurance 
plan, optional Medicare extension (OME) including 
catastrophic illness coverage-CIC-OME, effective 
July 1, 1976. Boston [1976] 79 p. 


- 8871 - 

INTERNSHIP OFFICE. Volunteer program annual 
report, Sept. 1975/June 1976. [By] Debra A. 
Smith, Rebecca M. Taylor [and] Monica E. Werblud. 
Boston, 23 p. 


- 8872 - 

JUDICIAL RECORDS COMMITTEE. The records of 
the Massachusetts Superior Court and its prede- 
cessors, an inventory and guide, by Michael S. 
Hindus. Inventory prepared by Mary J. Bularzik, 
Mary Eleanor Murphy [and] Michael S. Hindus. 
[Boston, 1977] 93 p. 

Issued in cooperation with the Archives Division. 
79-622275 
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- 8873 - 

LAWS, STATUTES, ETC. General laws relating to 
the registration of and filing of reports by public 
charities, Chapter 12: Department of the Attorney 
General; Chapter 68: Donations and conveyances. 
Boston, Dept. of the Attorney General, Division of 
Public Charities, 1975. 17 p. 


- 8874 - 
LAWS, STATUTES, ETC. Legislation of 1976 amend- 
ing the general laws relating to primaries, caucuses, 
and elections. [Boston] P. Guzzi, secretary of the 


Commonwealth [n.d.] unpaged. 


~ 8875 - 

LAWS, STATUTES, ETC. Municipal planning and 
subdivision legislation, Chapter 41, general laws. 
[Boston] Office of Local Assistance, Dept. of Com- 
munity Affairs, 1977. 29, Alp. 


- 8876 - 
LAWS, STATUTES, ETC. The Zoning act, Chapter 
40 A, General laws. [Boston] Dept. of Community 
Affairs, Office of Local Assistance, 1978. 2, 241. 


- 8877 - 

MARTHA'S VINEYARD COMMISSION, Transportation 
for the elderly and handicapped, a Martha's Vineyard 
Public Transit Task-Force report. [Oak Bluffs, 
45p, ill. 

- 8878 - 

MASSACHUSETTS HOSPITAL SCHOOL, Canton, 
Annual report. 1976/77. [Boston] 491. 

Report year ends June 30. 


- 8879 - 
METROPOLITAN AREA PLANNING COUNCIL. Metro- 
politan Boston, planning for the future; a special re- 
port. Boston, 1977. Tp. ill. 


- 8880 - 
METROPOLITAN AREA PLANNING COUNCIL. Water 


Quality Project. Lower Charles River Basin, 
action handbook. Boston, 1977, 73, 6p. ill. 
- 8881 - 


METROPOLITAN AREA PLANNING COUNCIL. Water 


Quality Project, Neponset River Basin, preliminary 
report. Boston, 1977. various pagings, ill. 


- 8882 - 
METROPOLITAN AREA PLANNING COUNCIL, Water 


Quality Project. Neponset River Basin report, 
action handbook. Boston, 1977. 50, 6p. ill. 


- 8883 - 
METROPOLITAN AREA PLANNING COUNCIL, Water 


Quality Project. SUASCO Basin preliminary report. 
Boston, + Various pagings. ill. 


- 8884 - 
METROPOLITAN AREA PLANNING COUNCIL, Water 
Quality Project. The Weymouth Basin, a prelimin- 
ary report, Boston, 1977, various pagings, ill. 


- 8885 - 
METROPOLITAN AREA PLANNING COUNCIL, Water 
Quality Project. The Weymouth Basin report, action 
handbook and summary. Boston, 1977. 71, 5p. 


- 8886 - 
METROPOLITAN DISTRICT COMMISSION, 
statement, 1975/76. [Boston] 511. 
Report year ends June 30. 


- 8887 - 

METROPOLITAN DISTRICT COMMISSION. Environ- 
mental Quality Division. Mother Brook water quality 
survey. |Boston] 1976. 40p. ill. 

Issued in cooperation with the Engineering Division, 


Financial 
76-645383 


Cover title: Water quality survey... 79.622329 
~ 8888 - 
METROPOLITAN DISTRICT COMMISSION. Environ- 


mental Quality Division. Neponset River Watershed 
water quality survey, 1976. Boston, 1977, 25 p. 


ill, 79-622330 
- 8889 - 

METROPOLITAN DISTRICT COMMISSION. Police 
Division. Lineal and lane miles of roadway con- 
frolled and maintained by the Metropolitan District 
Commission or otherwise within its police jurisdic- 
tion, prepared by Myer N. Goldberg and Thomas 
Winn. [Rev. Boston] 1978, 91, 


- 8890 - 
METROPOLITAN DISTRICT COMMISSION, Sewerage 
Division, Metropolitan sewerage district, MDC. 
Boston [1976] folder. ill. 


- 8891 - 
OFFICE FOR CHILDREN, Children's rights. 
[1977] 18p. 


Boston 

79-622370 

- 8892 - 

OFFICE FOR CHILDREN. Making a home safe is 
child's play, a home safety checklist. Prepared in 
cooperation with the U.S. Consumer Product Safety 
Commission. [Boston, n.d. 7] p. 

- 8893 - 

OFFICE FOR CHILDREN. Updated list of agencies 
working with the families for foster children unit. 
1977, Boston, 24p. 

- 8894 - 

OFFICE FOR CHILDREN. Legal Unit. Juvenile delin- 
quency proceedings in Massachusetts, Boston [1978] 
Tp. 79-622488 

- 8895 - 

OFFICE FOR CHILDREN. Statewide Advisory Council. 
Policy Advisory Committee on Child Abuse and Ne- 
glect. Survey of the implementation of the new pro- 
tective service model of the Massachusetts Depart- 
ment of Public Welfare. Prepared [in cooperation 
with] Project Children at Risk: Abuse and Neglect 

and] Program and Community Development Unit. 
Boston] 1978, various pagings. 


~ 8896 - 
[OFFICE OF] COASTAL ZONE MANAGEMENT. Public 
participation in Massachusetts coastal zone manage- 


ment. [Boston] 1978, b 30 p. 
On cover: Information/education. 19-622352 
- 8897 - 
OFFICE OF EMPLOYEE RELATIONS, Conference 


report [on] the Governor's Conference on Public Sec- 
tor Relations, 


Boston [19777] 101, 


- 8898 - 

OFFICE OF FEDERAL STATE RELATIONS. Report... 
for the year ending December 31, 1976 submitted to 
Governor Michael S, Dukakis by Lieutenant Governor 
Thomas F, O'Neill, I. Boston[{n.d.] 11 p. 

79-622364 


- 8899 - 
OFFICE OF STATE HEALTH PLANNING. Consumer's 
guide to health insurance. [Boston, 1976] 19 p. 
ill. 
A reprint. 


- 8900 - 

OFFICE OF STATE PLANNING. City and town centers, 
a program for growth; the Massachusetts growth 
policy report. Submitted to the Special Commission 
on the Effects of Growth Patterns on the Quality of 
Life in the Commonwealth. [Boston] 1977. ii, 90 p. 
ill, 79-622326 

- 8901 - 

OFFICE OF STATE PLANNING. City and town centers, 
a program for growth; the Massachusetts growth 
policy report, a summary report. [Boston] 1977, 
ill. 


- 8902 - 

OFFICE OF STATE PLANNING. Perspectives on 
growth, excerpts from local growth policy statements; 
an interim report on the Massachusetts Growth policy 
development act, Chapter 807 of the Acts of 1975, 
[Boston] 1977. 74p. ill. 

79-622313 
- 8903 - 

ORGANIZED CRIME CONTROL COUNCIL. Report on 
proposed organized crime legislation. [Boston, 
1978?] 102, A56, B8 p. 

Council created by Executive Order #102, Janu- 
ary 31, 1974, 79-622056 


- 8904 - 

POSTSECONDARY EDUCATION COMMISSION. Sum- 
mary of Title I-A HEA State plan and application 
guidelines for fiscal year 1978; community service, 
continuing education, resource material sharing. 
[Boston, n.d.] 11 p. 


- 8905 - 


REGISTRY OF MOTOR VEHICLES, [Certificate of 
Title Division, Burned auto report, + |Boston, 
nd.) 221, 


- 8906 - 
REGISTRY OF MOTOR VEHICLES, Statistician's Office. 
[Motor vehicle traffic accident experience, 1976] 
Boston, 1977. 391. 79-622342 


8907 - 
REHABILITATION COMMISSION. Massachusetts 
general agency program and financial plan. [Bos- 
ton] 1978, 35, 5 p. ill. 79-6223 54 


- 8908 - 

RESOURCE CONSERVATION AND RECOVERY ACT 
TASK FORCE, Commonwealth of Massachusetts 
State solid waste plan. [Boston]1977, 38p. ill. 


79-622357 
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- 8909 - 
RETIREME!.T LAW COMMISSION. Actuarial valuation 
report of the contributory retirement systems of the 
Commonwealth of Massachusetts as of January 1, 


- 8910 - 


SECRETARY OF THE COMMONWEALTH. 
report. 1976, [Boston] 16p. ill. 


- 8911 - 
SECRETARY OF THE COMMONWEALTH. Business 
publications, bookstore. [Boston, n.d.| folder. 
ill. 


Annual 


- 8912 - 

SECRETARY OF THE COMMONWEALTH. Educational 
resources on State government. [Boston, n.d] fol- 
der, 

- 8913 - 

SECRETARY OF THE COMMONWEALTH. Electing a 

president, electoral college. [Boston, nd.] 5p. 


- 8914 - 
SECRETARY OF THE COMMONWEALTH. Elections 
publications, bookstore. [Boston, n.d.] folder, 
ill. 


- 8915 - 

SECRETARY OF THE COMMONWEALTH. Rules and 
regulations ... filed by Water Resources Commis - 
sion, water quality standards, date filed Septem- 
ber 15, 1978. Boston, 1978. 89p. ill. 


- 8916 - 


SECRETARY OF THE COMMONWEALTH. 
State bookstore. [Boston, n.d.] folder. 


- 8917 - 

SECRETARY OF THE COMMONWEALTH. Citizen In- 
formation Service. Do you want information about 
corporations in Massachusetts? [Boston, n.d. } 
folder. ill. 


Using the 


- 8918 - 
SECRETARY OF THE COMMONWEALTH. Citizen In- 
formation Service. How to organize a business 
corporation. [Boston, n.d.] folder. 


- 8919 - 

SECRETARY OF THE COMMONWEALTH, Citizen In- 
formation Service. Property tax exemptions for 
older citizens, widows, and minors. [Boston, n.d. | 
folder. 


- 8920 - 
SECRETARY OF THE COMMONWEALTH, Citizen In- 
formation Service. What's in a business name? 
[Boston, n.d.] folder, 


- 8921 - 
SECRETARY OF THE COMMONWEALTH. Division of _ 
Tours and Government Education. The ladybug 
story [by Ann McCaughey| Designed & illustrated 
by Susan T. Simons, ([Boston, n.d.] ill 
- 8922 - 
SECRETARY OF THE COMMONWEALTH. Division of 
Tours and Government Education, Pre-tour mater- 
ials on State government. [Boston, n.d.] 23p. ill. 


~ 


- 8923 - 

SPECIAL COMMISSION ON UNEQUAL EDUCATIONAL 
OPPORTUNITY. School finance reform [by Nick A. 
Paleologos, George Sprague, and John Sullivan. 
Boston] 1978. 43 p. (House [document] no. 5267) 

Cover title: Third interim report ... relative to 
the Laws of the Commonwealth pertaining to elemen- 
tary and secondary education as they relate to un- 
equal educational opportunities and services. 


- 8924 - 

SPECIAL COMMITTEE ON TRIAL DE NOVO, Final 
report ... to the chief justice of the District Courts, 
alternatives to the present system of trial de novo, 
[Boston] 1976. various pagings. 79-622324 


- 8925 - 
STATE LIBRARY, Boston, Annual report of the 
Trustees of the Massachusetts State Library. 
1977/78. [Boston] 15 p. 
Report year ends June 30, 


- 8926 - 
STATE LIBRARY, Boston. Guide to legislative and 
government research. Boston [1977] 53 p. 


79-622479 


69th; 
63-62815 


~ 8927 - 
STATE LIBRARY, Boston. Librarian's report, 
1975/76. Boston. 8p. annual, 
Report year ends June 30, 


- 8928 - 

STATE LIBRARY, Boston. Massachusetts executive 

department publications. 1977. Boston. 101 p. 
78-625001 
- 8929 - 

STATE LIBRARY, Boston. Report relative to staff 
personnel of the Massachusetts House of Represen- 
tatives, prepared for the speaker of the house, 
Thomas W. McGee, by Lewis S.W. Crampton, [Bos- 
ton, 1977] ii, 19 p. 

Cover title: Massachusetts General Court person - 
nel report. 79-622318 


- 8930 - 


STATE MANPOWER SERVICES COUNCIL. 
setts State Manpower Services Council. 
nd.] 61. 


Massachu- 
[Boston, 


- 8931 - 
STATE OFFICE OF AFFIRMATIVE ACTION, 
for affirmative action, by James P. Comer. 
ton, 10p. 


Case 
[Bos- 


- 8932 - 
STATE OFFICE OF MINORITY BUSINESS ASSISTANCE. 
Starting a small business? A handbook for prospec- 
tive business-owners. [Boston, n.d.] 18 p. ill. 


- 8933 - 
STATE TAX COMMISSION, Equalized valuations of 
Massachusetts cities and towns: selected tax base 
information, 1976. [Boston] 95p. ill. biennial, 


- 8934 - 


STATE TAX COMMISSION. 1978 proposed equalized 
valuations, ([Boston, 1978] 41. 


MASSACHUSETTS 
1976, [Boston, 1977] 32 p. 79-622338 
| 
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- 8935 - 

SUPREME JUDICIAL COURT. Annual report to the 
justices of the Supreme Judicial Court [by the] execu- 
tive secretary. 19th; 1974/75. [Boston] iii, 87 p. 
ill. 

Report year ends June 30. 
Cover title: Administration in the courts, 
58-62796 


- 8936 - 
SUPREME JUDICIAL COURT. Massachusetts reports; 
decisions of the Supreme Judicial Court of Massachu- 


setts. Vol. 370; Mar. /Aug. 1976. Thomas B, 
Merritt, reporter. Boston, Massachusetts Lawyers 
Weekly. xiii, 953 p. 1-31203 


- 8937 - 
TASK FORCE ON INSTITUTIONAL ABUSE. The end of 
the line, a report on the Worcester Secure Treatment 
Unit. Worcester [1978] 11, 66, 381, 


- 8938 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Bache- 
lor's degree with individual concentration, BDIC, 


[Amherst, n.d.] 15p, ill. 
- 8939 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Student 
telephone directory, 1977/78, [Amherst] 164 p. 
- 8940 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Campus 


Landscape Improvement Project. A history of the 


campus landscape, University of Massachusetts at 
Amherst. 


[Amherst] 1978. 12p. ill. 79.622361 


~ 8941 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Citizen 
Involvement Training Project. Playing their game 


our way, using the political process to meet com- 
munity needs, by Greg Speeter. 
[Amherst] c1978. 


Cover by Lu Anne 
viii, 120 p. ill. 
79-106542 


Mullins. 


- 8942 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Coop- 


erative Extension Service, Massachusetts salt water 
fishing guide. [Ambherst, n.d.] 33 p. 

Issued in cooperation with the Massachusetts Insti- 
tute of Technology Sea Grant Program and the Massa- 
chusetts Division of Marine Fisheries. 


UNIVERSITY OF MASSACHUSETTS, Amherst. Dept. of 


Geology. Contribution. Amherst. 


- 8943 - 
26. The Nain Anorthosite Project, Labrador: field 


report, 1975. S.A. Morse, editor. 1976. 177 p. 
ill. 79-622337 
- 8944 - 
UNIVERSITY OF MASSACHUSETTS, Amherst, Institute 


for Governmental Services, 


A commitment to public 
{|Amherst, 19777] 


2p. ill, 


service, 


- 8945 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. 


Library. 
Pioneer Valley union list of journal and serial holdings 
of Amherst College, Forbes Library, Hampshire Col- 
lege, Mount Holyoke College, Smith College, Univer- 

sity of Massachusetts/Amherst, and University of 


Massachusetts/Worcester as of June 1978. 
Amherst, 1978. 2 v. 

$10. 00 a hard copy; $3.00, microfiche; available 
from: Hampshire Inter-Library Center, Amherst 
College, Amherst, MA 01002. 79-622336 


- 8946 - 

UNIVERSITY OF MASSACHUSETTS, Amherst. Office of 
International Programs. Overseas study programs, 
1979-1981. Amherst [n.d.] 28p. ill. 

- 8947 - 
UNIVERSITY OF MASSACHUSETTS, Amherst. Veterans 


[Rev. ] 


Affairs Office. Pathfinder, a handbook for veterans 
at the University of Massachusetts at Amherst. [Am- 
herst, n.d.] 20p. ill. 


- 8948 - 

WHITE HOUSE CONFERENCE ON HANDICAPPED IN- 
DIVIDUALS, Recommendations... with special 
attention to Massachusetts, [Boston] 1977. 66 p. 

79-622358 
- 8949 - 

WHITE HOUSE CONFERENCE ON HANDICAPPED IN- 
DIVIDUALS, The time is now, a plan for implement- 
ing the recommendations of the White House Confer- 
ence on Handicapped Individuals in the Commonwealth 
of Massachusetts, Boston, 1978 v, 44p. 


79-622359 
MICHIGAN 


- 8950 - 

CENTRAL MICHIGAN UNIVERSITY, Mount Pleasant. 
Financial report. 1977/78. [Mount Pleasant] 

141, 


Report year ends June 30. 


- 8951 - 
DEPT. OF EDUCATION. New directions in vocational 
education. [Lansing, n.d.] 11p. ill. 


~ 8952 - 
DEPT. OF EDUCATION. Bureau of Rehabilitation. 
Michigan handicrafters client handbook. [Lansing, 
n.d.] 11p. 


- 8953 - 
DEPT. OF LICENSING AND REGULATION. Affirma- 
tive action in the professions and occupations licensed 
by the State of Michigan, a final report [by] Jacque- 
line Fernette, Carolyn Kaye [and] Jeff Longstaff. 
[Lansing] 1978. 1901. 79-622226 


- 8954 - 

DEPT. OF NATURAL RESOURCES. Land Resource 
Program Division. Michigan soil erosion & sedi- 
mentation control guidebook [by Beckett, Jackson, 
Raeder, Inc. Prepared for the Bureau of Water 
Management and others. Lansing,n.d.] 108 p. 
ill. 


- 8955 - 

DEPT. OF PUBLIC HEALTH. Inpatient hospital 
utilization, Michigan 1975 [by Rita Zemach in colla- 
boration with Diane Davis. Lansing] 1978. 36 p. 
ill. (Michigan Cooperative Health Information 
System reports) 79-622210 


- 8956 - 

DEPT. OF STATE HIGHWAYS AND TRANSPORTATION. 
Official railway map. [Lansing] 1978. col. map 
on sheet 88 x 77 cm. 

Title on verso: Detroit and vicinity official railway 
map. 
- 8957 - 

DEPT. OF THE ATTORNEY GENERAL. The Michigan 
consumer survival manual. [Lansing, n.d. ] 
unpaged. ill. 


- 8958 - 
DEPT. OF THE ATTORNEY GENERAL. Tips on 
television service. [Lansing, n.d. 3]p. ill. 


- 8959 - 

DEPT. OF THE ATTORNEY GENERAL. Your rignts 
as an adult, a primer of new laws affecting those 
between the ages of 18 and 21. [Lansing, n.d. 9] p. 
ill. 

- 8960 - 

DEPT. OF THE ATTORNEY GENERAL. Consumer 
Protection Division. Consumer fraud. [Lansin > 
n.d.| 8p. 


- 8961 - 
DEPT. OF THE ATTORNEY GENERAL. Consumer 
Protection Division. In home sales. [Lansing, 
n.d.] folder. ill. 


- 8962 - 
DEPT. OF THE ATTORNEY GENERAL. Consumer 
Protection Division. The Michigan credit buyer's 
guide. [Lansing, n.d.] folder. ill. 


- 8963 - 
DEPT. OF THE ATTORNEY GENERAL. Consumer 
Protection Division. Take time. [Lansing, n.d.] 
folder. ill. 


- 8964 - 
GOVERNOR. Executive budget. 1979/80. [Lansing] 


various pagings. annual. 
Report year ends Sept. 30. 78-645100 


- 8965 - 

LAWS, STATUTES, ETC. Insect pests and plant 
diseases (act no. 189, Public acts 1931, as amended) 
amended 4/78. Lansing, Plant Industry Division 
[n.d.] 12p. 


- 8966 - 

LEGISLATURE. Joint Special Committee on Aging. 
Report to the Michigan 79th Legislature, regular 
session of 1978. [Lansing] 1978. iii, 65 p. ill. 

79-622265 


- 8967 - 

LEGISLATURE. Senate Fiscal Agency. Community 
schools: Michigan's program (State school aid act- 
section 96), prepared by Gary L. Sullenger for the 
Michigan Senate. [Lansing] 1978. 30p. 79-622209 


- 8968 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Alger County, calendar year 1977. 

{[Lansing, 1978] 191. 


- 8969 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Gogebic County, calendar year 1977. 
{Lansing, 1978] 311. 


- 8970 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Houghton County, calendar year 1977. 
[Lansing, 1978] 961. 


- 8971 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Oceana County, calendar year 1977. 
[Lansing, 1978] 261. 


- 8972 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Ontonagon County, calendar year 1977. 
{Lansing, 1978] 261. 


- 8973 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Otsego County, calendar year 1977. 
{Lansing, 1978] 881. 


- 8974 - 
LOCAL GOVERNMENT AUDIT DIVISION. Report on 
examination, Wexford County, calendar year 1977. 
[Lansing, 1978] 961. 


MICHIGAN STATE UNIVERSITY, East Lansing. Dept. 
of Agricultural Economics. MSU rural development 
papers. East Lansing. 


1. Ten decades of —., on lessons from 

India, by Akhter Hameed Khan. 1978. iv, 48 p. 
Single copies free. 79-622207 
- 8976 - 

2. The rise and fall of community development in 
developing countries, 1950-65: a critical analysis 
and an annotated bibliography, by Lane E. Hold- 
croft. 1978. iii, 72 p. 

Single copies free. 79-622208 


- 8977 - 
MICHIGAN STATE UNIVERSITY, East Lansing. Insti- 


tute of Water Research. Interacting environmental 
factors which control the sinking rate of planktonic 
algae, project completion report, by Darrell L. 
King and Mark T. Hill. East Lansing, 1978. 

vi, 401. ill. 


- 8978 - 
OFFICE OF ECONOMIC EXPANSION. A guide to 
starting a business in Michigan. [Lansing, 1978] 
49 p. ill. 


- 8979 - 

OFFICE OF THE AUDITOR GENERAL. Audit report, 
Barry County Community Mental Health Services 
Board, Department of Mental Health, January 1, 
1974 through April 30, 1978. [Lansing, 1978] 

42 p. 
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- 8980 - 

OFFICE OF THE AUDITOR GENERAL. Audit report, 
facilities construction, financing, and related plant 
fund activities, Wayne State University, July 1, 1971 
through June 30, 1977. [Lansing, 1978] 34 p. 


- 8981 - 

OFFICE OF THE AUDITOR GENERAL. Audit report, 
Office of the Director, Executive Bureau, Michigan 
State Police Pension, Accident, and Disability Fund, 
Department of State Police, July 1, 1974 through 
June 30, 1978. [Lansing, 1978] 38 p. 


- 8982 - 
PLANT INDUSTRY DIVISION. Field seed certification, 
regulation no, 623, as amended, effective 8/18/78. 
Lansing [n.d.] 10 p. 


- 8983 - 
PLANT INDUSTRY DIVISION. Restricted use pesticide, 
regulation no. 633, as amended, effective 8/18/78. 
Lansing [n.d.] 6 p. 


- 8984 - 


STATE BOARD OF EDUCATION. Secondary area voca- 


tional education centers serve. [Lansing, n.d. 9] p. 
ill. 
- 8985 - 
STATE HOUSING DEVELOPMENT AUTHORITY. Annual 


report. 8th; 1977/78. [Lansing] 
Report year ends June 30. 


34p. ill. 


- 8986 - 
STATE LIBRARY SERVICES. Michigan library statis- 
tics. 1978. [Lansing] 50 p. 


- 8987 - 
STATE LIBRARY SERVICES. Selected Michigan 
materials for young readers. Lansing, 1978. 
17 p. 


- 8988 - 

UNIVERSITY OF MICHIGAN, Ann Arbor. Great Lakes 
Research Division. Chronology of research: 1950 to 
the present. Ann Arbor, 1976. 65p.. ill. 

79-622266 


UNIVERSITY OF MICHIGAN, Ann Arbor. Museum of 


Anthropology. Anthropological papers. Ann 
Arbor. 


- 8989 - 

65. Meadowood phase settlement pattern in the 
Niagara Frontier region of western New York 
State, by Joseph E. Granger, Jr. 1978. 
xiii, 403 p. ill. 


$2.00 79-622054 


- 8990 - 
66. The Snodgrass site of the Powers phase of 
southeast Missouri, by James E. Price and James 


B. Griffin. 1979. xiv, 178p. + ill. 
$10.00. 79-622589 
UNIVERSITY OF MICHIGAN, Ann Arbor. Museum of 
Paleontology. Contributions. Ann Arbor. 
- 8991 - 
v. 25, no. 1. New Condylarthra (Mammalia) from 


the Paleocene and early Eocene of North America, 
by Philip D. Gingerich. 1978. 9p. ill. 
79-622528 


- 8992 - 

v. 25, no. 2. Mammals from the Kanopolis local 
fauna, Pleistocene (Yarmouth) of Ellsworth County, 
Kansas, by Claude W. Hibbard [and others] 1978. 
11-44 p. ill. 79-622529 


- 8993 - 

v. 25, no. 3. The ontogeny and taxonomy of the 
Mississippian blastoid genus Schizoblastus, by 
Donald B. Macurda, Jr. 1979. 45-87 p. ill. 

79-622530 
- 8994 - 

v. 25, no. 4. Mimoperadectes, a new marsupial, 
and Worlandia, a new dermopteran, from the 
lower part of the Willwood formation (early 
Eocene), Bighorn Basin, Wyoming, by Thomas 
M. Brown and Kenneth D. Rose. 1979. 89-104 p. 
ill. 79-622531 


- 8995 - 

v. 25, no. 6. Chorlakkia hassani, a new middle 
Eocene Dichobunid (Mammalia, Artiodactyla) 
from the Kuldana formation of Kohat (Pakistan), 
by Fhilip D. Gingerich [and others} 1979. 
117-124 p. ill. 79-622532 

- 8996 - 
VOCATIONAL-TECHNICAL EDUCATION SERVICE. 

The annual and long range plan for vocational educa- 

tion in Michigan. 1979. [Lansing] vi, 160 p. 

ill. 78-645069 


WAYNE STATE UNIVERSITY, Detroit. Folklore 
Archive. Annotated holdings list. [Detroit] — 
- 8997 - 
1. Afro-American folklore collections. 1977. 
30 p. 79-622034 
8998 - 
2. Polish and Polish-American folklore collections. 
1978. 24p. 79-622035 
MINNESOTA 
- 8999 - 


AGRICLUTURAL EXPERIMENT STATION, St. Paul. 
Soil survey of Grant County, Minnesota [by Donald E. 
Demartelaere. St. Paul, 1978] iii, 86, 48 p. ill. 

Issued in cooperation with the U.S. Soil Conser- 
vation Service. 78-601357 


- 9000 - 

DEPT. OF ECONOMIC DEVELOPMENT. Research 
Division. 1972-1977 lodging receipts in Minnesota 
State, regions, counties, and cities, prepared [in 
cooperation with the Tax Research Section, Dept. of 
Economic Development] St. Paul, 1978. ii, 34 p. 
(Dept. of Economic Development. Data series) 


- 9001 - 
DEPT. OF FINANCE. Proposed biennial budget. 
1979/81. [St. Paul] various pagings. 
Report period ends June 30. 
- 9002 - 


DEPT. OF NATURAL RESOURCES. Rum River, a 


guide to buying and selling property along wild and 
scenic rivers. 


[St. Paul, 1978] 15p. ill. 


- 9003 - 


DEPT. OF NATURAL RESOURCES. Bureau of Planni 
_ Rivers Section. Cloquet River. [St. Paul] 1978. 


folder. 
- 9004 - 
DEPT. OF PUBLIC WELFARE. Reported child abuse 
in Minnesota, annual report. 1977. [St. Paul] 
14p. ill. 


DEPT. OF REVENUE. Bulletin. (St. Paul] 


- 9005 - 
23. Minnesota sales and use tax; annual report. 
1977. 105 p. 


DEPT. OF REVENUE. Property tax bulletin. 
St. Paul. 
- 9006 - 
7. Property taxes levied in Minnesota. 1977. 
vii, 151 p. ill. 


Includes 1977 assessments; taxes payable in 
1977. 


- 9007 - 

DEVELOPMENTAL DISABILITIES PLANNING OFFICE. 
Developmental disabilities service grants, 1972 to 
1976: a follow-up study. St. Paul, 1978. 61p. 

79-622267 
- 9008 - 

DIVISION OF HIGHWAYS. Administrative action, final 
environmental impact statement and final 4 (f) state- 
ment, Minnesota project I-494, State projects 1985, 
1986, 2785; Interstate Highway 494 in Hennepin and 
Dakota Counties, Minnesota, from 24th Ave. in 
Bloomington to the Mississippi River Bridge in south 
St. Paul. [St. Paul] 1979, viii, 233p. ill. 

Issued in cooperation with the Federal Highway 
Administration. 
FHWA-MN-EIS-77-03-F 


- 9009 - 
DIVISION OF WATER QUALITY. Planning Section. 
Roadside erosion, package I. [st. Paul | 1978. 
iii, 70 p. ill. 
- 9010 - 
OFFICE OF CONSUMER SERVICES. Consumer protec- 


tion information, buying a new car. ([St. Paul, 
n.d.] 10p. ill. 


- 9011 - 
OFFICE OF STATE DEMOGRAPHER. Minnesota 
household characteristics, 1977. ([St. Paul, 1978] 
32 p. ill. 79-622271 


- 9012 - 
POLLUTION CONTROL AGENCY. Minnesota's clean 
waters, an endangered resource. [Roseville, 1978. 
10) p. ill. 


- 9013 - 
STATE UNIVERSITY SYSTEM. Biennial report to the 
Governor and Legislature. Nov. 15, 1978. (St. 
Paul] 23 p. 


- 9014 - 
TAX STUDY COMMISSION. 1977 Minnesota rankings, 
comparison of taxes & expenditures. St. Paul, 1978. 
23 p. ill. 79-622268 


9015 - 
TAX STUDY COMMISSION. Report of findings and 
recommendations for simplification of the Minnesota 
income tax. St. Paul, 1979. 26 p. 79-622269 


UNIVERSITY OF MINNESOTA, Minneapolis. Agricul- 
tural Extension Service. Extension folder. 


[St.Paul] 
- 9016 - 


293. Using microwave ovens [by] Wanda Olson, 
Isabel Wolf [and] Robert Olson. 1978. [4] p. 
ill. 

10 cents. 


- 9017 - 
352. Buying a forequarter, hindquarter, or a side of 
Ricahrd J. Elley. 1978. [4]p. ill. 
cents. 


- 9018 - 

433. Look your best while losing weight [by] Lois 

Goering. 1978. 8p. ill. 
15 cents. 
- 9019 - 

434. The collection and preservation of moths, 
butterflies, and other insects [by] C. Richard 
Biege and D.M. Noetzel. 1978. [4]p. ill. 

10 cents. 


- 9020 - 

435. Zinc for Minnesota soils [by] C.J. Overdahl 

and R.P. Schoper. 1978. folder. ill. 
15 cents. 
- 9021 - 

436. Pork carcass and live slaughter swine grade 
standards [by] C.J. Christians. 1978. folder. 
ill. 

15 cents. 


- 9022 - 
437. Nutritional management of the dry cow [by] 
M.F. Hutjens [and] D.E. Otterby. 1978. [3] p. 
10 cents. 


- 9023 - 
438. Boron for Minnesota soils [by] C.J. Overdahl 
and R.P. Schoper. 1978. folder. ill. 
15 cents. 


- 9024 - 
440. Magnesium for Minnesota soils [by] C.J. 
Overdahl and R.P. Schoper. 1978. folder. 
15 cents. 


- 9025 - 
445. Shade tree evaluation [by Patrick J. Weicher- 
ding. n.d. 3]p. ill. 
10 cents. 


- 9026 - 

446. Standby electrical power on farms [by John A. 
True, Robert A. Aherin, and Harold A. Cloud] 
1978. [3]p. ill. 

15 cents. 


- 9027 - 
447. Consumerism: where to complain and how to get 
results [by] Edna K. Jordahl. 1978. [4]p. ill. 
10 cents. 


- 9028 - 
448. Calorie content of common foods, compiled by 
Mary Darling. 1978. [4] p. 
10 cents. 
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- 9029 - 
449. Starting or expanding your sheep flock [by} 
R.M. Jordan. 1979. [4]p. ill. 
10 cents. 
- 9030 - 

UNIVERSITY OF MINNESOTA, Minneapolis. Agricul- 
tural Extension Service. Publications: Agricultural 
Extension Service [and] Agricultural Experiment 
Station. [Rev. St. Paul] 1978. 54p. 

- 9031 - 

UNIVERSITY OF MINNESOTA, Minneapolis. Mineral 
Resources Research Center. Mining directory of 
Minnesota. 1979. By William D. Threthewey. 
Minneapolis. ii, 260 p. ill. 

$5.00. 


20-27256 


MISSISSIPPI 


- 9032 - 

AGRICULTURAL AND FORESTRY EXPERIMENT 
STATION, Mississippi State. Soil survey of 
Webster County, Mississippi [by J.W. McMullen 
and J.G. Ford. Mississippi State, 1978] 

viii, 99, 33 p. ill. 
Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 
- 9033 - 

COORDINATOR OF FEDERAL-STATE-LOCAL 
PROGRAMS. Annual report. 10th; 1977/78. 
Jackson. 61. ill. 

Report year ends June 30. 
- 9034 - 

GOVERNOR'S OFFICE OF JOB DEVELOPMENT AND 
TRAINING. Annual report. 1977/78, [Jackson] 
iv, 551. ill. 

Report year ends June 30. 


- 9035 - 

GOVERNOR'S OFFICE OF PLANNING AND COORDINA- 
TION. Annual report. 2d; 1977/78. Jackson. 
ist. i. 

- 9036 - 

HEALTH PLANNING AND DEVELOPMENT AGENCY. 

Annual report. 2d; 1977/78. Jackson. 211. ill. 
Report year ends June 30. 78-645515 
- 9037 - 

LAWS, STATUTES, ETC. Local and private laws of 
the State of Mississippi. 1978 regular session. 
[Jackson, Secretary of State] 134 p. annual. 

- 9038 - 

LEGISLATIVE AUDIT COMMITTEE. An evaluation of 
the Mississippi medicaid program, information 
compiled and prepared by Jay Charles Moon fand] 
D.B. Ross. Edited by Angela Ratcliff. [Jackson 
1978. xxvi, 357 p. ill. 79-622079 

- 9039 - 

LIBRARY COMMISSION. Annual report. 

Jackson. ii, 34p._ ill. 
Report year ends June 30. 


- 9040 - 
MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Bark as a 
medium for gravity dewatering of secondary sludge 
from pulp and paper mills, by George R. Lightsey 
and William B. Hall. Mississippi State, 1978. 
vii, 281. ill. 
$1.75. 


31st; 1977/78. 


79-622232 


- 9041 - 
MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. The dewatering 


of lime-alage sludge on sand drying beds, by Marvin 
T. Bond and Gayle F. Mitchell. 
1978. viii, 73 p. ill. 

$3.00. 


Mississippi State, 


79-622230 
- 9042 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Dredge spoil in 
Mississippi Sound, by Oscar L. Paulson, Jr. [and 
others] Mississippi State, 1978. vi, 381. ill. 

$2.00. 79-622227 


- 9043 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Dual media 
filtration of waste stabilization pond effluent, by 
Marvin T. Bond. Mississippi State, 1977. 

vii, 521. ill. 79-622233 


- 9044 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Factors 

affecting the use of an artificial beach: a case study 

on Mississippi's Gulf Coast, by Charles P. Cartee 

[and] D.C. Williams, Jr. Mississippi State, 1978. 

vi, 591. ill. 
$2.00. 


79-622234 

- 9045 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Relation of 
water absorption to duration of application in furrow 
irrigation, by John C. McWhorter. Mississippi 
State, 1978. vi, 301. ill. 

$2.00. 


79-622228 

- 9046 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Some impacts 
of safe drinking water standards on rural water sys- 
tems, by Leo R. Cheatham. Mississippi State, 1978. 
vii, 96 1. 

$3.00. 


79-622231 

- 9047 - 

MISSISSIPPI STATE UNIVERSITY, Mississippi State. 
Water Resources Research Institute. Trace element 
content of Sardis Reservoir, Mississippi, as related 
to clay mineral dispersion, by William R. Reynolds. 
Mississippi State, 1978. vi, 621. ill. 

$3.00. 


79-622229 
- 9048 - 

STATE DEPT. OF EDUCATION. Annual report of the 
State superintendent of public education and recom- 
mendations to the Legislature of Mississippi. 
1977/78. [Jackson] 180 p. ill. 78-646492 

- 9049 - 

STATE DEPT. OF EDUCATION. Division of Adminis- 
tration and Finance. School Finance and Statistics. 
Public school enrollment; end of first month. 
1978/79. Jackson. 69 p. 67-64933 

9050 - 

STATE DEPT. OF EDUCATION. Division of Adminis- 
tration and Finance. [School] Finance and Statistics. 
Special salary tabulations [salaries paid superinten- 
dents, pricipals, teachers, and certain other school 
employees in county schools and in separate district 
schools] 1978/79. Jackson. 99 p. 


440 


- 9051 - 

STATE DEPT. OF EDUCATION. Division of Adminis- 
tration and Finance. School Finance and Statistics. 
Statistical data; statewide statistics, current expendi- 
tures by district, ranking of statistics by district. 
1977/78. Jackson. J28p. ill. 77-641860 


- 9052 - 

STATE HOSPITAL COMMISSION. Annual report. 

[26th] 1977/78. [Louisville] 181. ill. 
Report year ends June 30. 


77-647912 


- 9053 - 

TRANSPORTATION PLANNING DIVISION. General 
highway map{s]...Mississippi. Prepared in coopera- 
tion with the Federal Highway Adminisiration. Jack- 
son. maps on sheets 63 x 48 cm. 


1. Adams County. 1977. 

2. Alcorn County. 1977. 

16. Covington County. 1977. 
19. Franklin County. 1977. 
24. Harrison County. 1977. 
29. Itawamba County. 1977. 
30. Jackson County. 1976. 
48. Monroe County. 1976. 
66. Stone County. 1977. 

70. Tippan County. 1977. 
77. Wayne County. 1978, 


- 9054 - 
UNIVERSITY OF MISSISSIPPI, University. Financial 
statement. 30th; 1976/77. [University] 133 p. 


Report year ends June 30. 


MISSOURI 


- 9055 - 

AGRICULTURAL EXPERIMENT STATION, Columbia. 
Soil survey of Montgomery and Warren Counties, 
Missouri [by Robert J. Held. Columbia, 1978] 

iv, 85, 74 p. ill. 
Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 


- 9056 - 

AUDITOR'S OFFICE. Board of Public Buildings, 
Wainwright State Office Building Fund, June 1, 1978 
to June 30, 1978, report of the State auditor. ([Jef- 
ferson City] 1979. i, 101. (Its Report no. 79-4) 


- 9057 - 

AUDITOR'S OFFICE. Department of Consumer Affairs, 
Regulation, and Licensing, Missouri Division of 
Insurance [for the year ended] June 30, 1978, report 
of the State auditor. [Jefferson City] 1978. i, 361. 
ill. (Its Report no. 78-135) 


- 9058 - 

AUDITOR'S OFFICE. Department of Elementary and 
Secondary Education, State schools for severely 
handicapped children and extended employment shel- 
tered workshops, two years ended June 30, 1978, 
report of the State auditor. [Jefferson City] 1979. 
ii, 411. ill. (its Report no, 79-5) 


MISSOURI 


- 9059 - 

AUDITOR'S OFFICE. Review of Department of Revenue 
branch offices transaction costs for the three years 
ended June 30, 1978, report of the State auditor. 
[Jefferson City] 1979. i, 61. (Its Report no. 79-3) 


- 9060 - 
BAR. Missouri approved charges-criminal (MACH- 
CR), prepared by the Supreme Court's Committee 
on Pattern Criminal Charges and Instructions and Hon. 
Norwin D. Houser, commissioner of the Supreme 
Court of Missouri. Jefferson City, 1979. various 
pagings. (loose-leaf). 79-622046 


- 9061 - 

BAR. Missouri approved instructions-criminal (MAI - 
CR), prepared by the Supreme Court's Committee on 
Pattern Criminal Charges and Instructions and Hon. 
Norwin D. Houser, commissioner of the Supreme 
Court of Missouri. 2ded. Jefferson City, 1979. 

2 v. (loose-leaf) 79-622047 


- 9062 - 

BAR. Young Lawyers Section. Senior citizens hand- 
book, laws and programs affecting senior citizens in 
Missouri. Rev. ed. [Jefferson City, 1978] 57 p. 

Issued in cooperaticn with the Young Lawyers 
Section Committee on Aging of the Bar Association 
of Metropolitan St. Louis and others. 79-622478 


- 9063 - 

BOARD OF ACCOUNTANCY. Register of licensed 
practitioners of accountancy. 1978/79. [Jeffer- 
son City] 38 p. 

Report year ends June 30. 


- 9064 - 

COMMISSION ON HUMAN RIGHTS. Rules and regula- 
tions governing practice and procedure before’ the 
Missouri Commission on Human Rights. Jefferson 
City [1978] unpaged. ill. 


- 9065 - 

DEPT. OF AGRICULTURE. Consumer's guide to 
Missouri agricultural products, by Barbara Hoel- 
scher. Edited and designed by Anne Chadwick. 
Jefferson City, 1978. unpaged. ill, 


- 9066 - 
DEPT. OF HIGHER EDUCATION. Annual report to 
the Governor and the General Assembly. 1977/78. 
[Jefferson City] v, 47 p. 


- 9067 - 

DEPT. OF HIGHER EDUCATION. Final reports of the 
Technical Committees on Missions and Roles, Orga- 
nization and Governance, Access and Retention, Pro- 
grams and Services, Manpower [and] Finance. Pre- 
pared for the Master Planning Committee of the 
Coordinating Board for Higher Education. Jefferson 
City, 1978. ii, 184p. ill. 79-622257 

- 9068 - 

DEPT. OF HIGHER EDUCATION. Master plan II 
discussion draft-technical committee reports inter- 
face, an analysis of contributions of the reports of 
the six master plan technical committees to the 
disscussion draft of master plan III [by] Robert W. 
Jacob. Jefferson City, 1978. 231. 


MISSOURI 


- 9069 - 

DEPT. OF HIGHER EDUCATION. Master plan III for 
postsecondary education Missouri, discussion draft. 
[Prepared for the Coordinating Board for Higher 
Education] Jefferson City, 1978. iii, 100p. ill. 


- 9070 - 
DEPT. OF NATURAL RESOURCES. Don't take 
lighting lightly. [Jefferson City, n.d.] folder. ill. 


- 9071 - 
DEPT. OF NATURAL RESOURCES. Industrial energy 
needs-do you know what the future holds? [Jefferson 
City, n.d.| folder. 


9072 - 

DEPT. OF NATURAL RESOURCES. Missouri's 
natural resources: a report. Photographs by Nick 
Decker. [Jefferson City, n.d.] 29p. ill. 

79-622258 


- 9073 - 

DIVISION OF COMMERCE AND INDUSTRIAL DEVELOP- 
MENT. State tax comparison study [by] Price, 
Waterhouse and Co. [Jefferson City, 1978] 99 p. 

79-622259 


- 9074 - 
DIVISION OF HEALTH. Section of Hospital and Techni- 
cal Services. Hospital directory. Aug. 1978. 
[Jefferson City] ii, 32p. ill. 


- 9075 - 
[DIVISION OF PARKS AND RECREATION] Battle of 
Lexington State Historic Site. [Jefferson City, 1978. 
2)p. ill. 


- 9076 - 
[DIVISION OF PARKS AND RECREATION] Bollinger 
Mill State Historic Site. [Jefferson City, 1978. 
ill. 


- 9077 - 
[DIVISION OF PARKS AND RECREATION] Governor 
Daniel Dunklin's Grave State Historic Site. [Jeffer- 
son City, 1978. 2]p. ill. 


- 9078 - 
[DIVISION OF PARKS AND RECREATION] Sandy Creek 
Covered Bridge State Historic Site. [Jefferson City, 
1978. 2|p. ill. 


- 9079 - 
{DIVISION OF PARKS AND RECREATION] Sappington 


Cemetery State Historic Site. [Jefferson City, 1978. 
ill. 

- 9080 - 

GOVERNOR. The budget message and budget summary, 
submitted by Governor Joseph P. Teasdale to the 
first session, 80th General Assembly of Missouri. 
[Jefferson City, 1979] 48p. ill. 79-622264 


- 9081 - 
HOUSING DEVELOPMENT COMMISSION. Annual 
report. 6th; 1976/77. [Kansas City] 24p. ill. 
Report year ends June 30. 


- 9082 - 

LAWS, STATUTES, ETC. Missouri statutes on fair 
housing, fair employment practices, and public 
accommodations enforced by the Missouri Commission 
on Human Rights. [Jefferson City, Commission 
on Human Rights, 1978] 12 p. 


- 9083 - 

SOUTHWEST MISSOURI STATE UNIVERSITY, Spring- 
field. Dept. of Economics. Missouri: demographic- 
@conomic analysis, prepared by Allan D. Stone [and] 
Ravindra G. Amonker for the Office of Administration, 
Division of Budget and Planning. Springfield, 1978. 
v, 279 p. ill. 

Issued in cooperation with the Dept. of Sociology, 
Southwest Missouri State University. 79-622251 


- 9084 - 

SOUTHWEST MISSOURI STATE UNIVERSITY, Spring- 
field. Dept. of Economics. Missouri: demographic- 
economic profiles of growth regions, prepared by 
Ravindra G. Amonker [and] Allan D. Stone for the 
Office of Administration, Division of Budget and 
Planning. Springfield, 1978. vii, 245 p. ill. 

Issued in cooperation with the Dept. of Sociology, 
Southwest Missouri State University. 79-622261 


- 9085 - 

STATE COUNCIL ON THE ARTS. The Thomas Hart 
Benton murals in the Missouri State Capitol, a social 
history of the State of Missouri ‘« Nancy Edelman. 
[Jefferson City] 1975 [i.e. 1978] v, 46p. ill. 

75-331413 


~ 9086 - 
STATE HIGHWAY COMMISSION. Biennial report. 
31st; 1976/78. [Jefferson City] 79 p. ill. 
Report period ends June 30. 23-18744 


- 9087 - 

STATE LIBRARY, Jefferson City. Fourteen years of 
library progress, - , public expenditures for 
library service in Missouri. Jefferson City [1978?] 
folder. 


- 9088 - 

STATE LIBRARY, Jefferson City. Librarians speak- 
out in advance of the Missouri Governor's Conference 
on Library and Information Services. Jefferson 
City, 1978. unpaged. ill. 79-622263 


- 9089 - 

STATE LIBRARY, Jefferson City. Titles reviewed at 
children's/young adults’ book selection meeting... 
[held] October 9/10, 1978. [Jefferson City, 1978?] 
12, 17, 4, 6p. 


- 9090 - 

UNIVERSITY OF MISSOURI, Columbia. [University] 
Extension Division. A guide to planning and design- 
ing effluent irrigation disposal systems in Missouri 
[by Mark Peterson and others. Columbia, n.d.] 

90 p. ill. 
Issued in cooperation with the College of Agricul- 
ture, University of Missouri and others. 79-622260 


- 9091 - 

UNIVERSITY OF MISSOURI, Columbia. [University] 
Extension Division. Argronomy Dept. Extension 
Program. County level land resource information 
bases: expanding and updating county land use in- 
ventories in Missouri, project report to the Office of 
Administration [Division of Budget and Planning] 
prepared by Terry W. Barney, Elizabeth Cook [and] 
Pat Trevathan. [Columbia] 1978. 19p. ill. 


MONTANA 


- 9092 - 

AIR QUALITY BUREAU. Montana ambient air quality 
standards study [draft] environmental impact state- 
ment [on ambient standards. Helena, 1979] 
various pagings. ill. 


- 9093 - 
BOARD OF INVESTMENTS. Fiscal year report. 
1977/78. [Helena] 30p. ill. 


Report year ends June 30. 73-642196 


- 9094 - 
CAPITOL BUILDING AND PLANNING COMMITTEE. 
Capitol master plan: report and recommendations, 
a report to the forth-sixth Legislature. [Helena, 
Legislative Council] 1978. ii, 16, 3p. ill. 
The committee was created by Laws of 1971, 
Ch. 232, effective Mar. 9, 1971. 79-622212 


- 9095 - 
DEPT. OF ADMINISTRATION. 
financial report. 1977/78. 
annual. 
Report year ends June 30, 


Building program 
[Helena] 56 p. ill. 


- 9096 - 

DEPT. OF HIGHWAYS. Administrative action, final en- 
vironmental impact statement, project no. M 5201(1), 
Sixth Street southwest from Burlington Northern 
underpass to Central Avenue west and project no. 
5203(1), Fourth Avenue southwest, Railroad Street, 
and Third Street southwest from Sixth Street south- 
west to Central Avenue west, Great Falls, Cascade 


County, Montana. [Helena] 1978. vii, 721. ill. 
Issued in cooperation with the Federal Highway 
Administration. 
FHWA-MT-EIS-71-12-F. 


- 9097 - 

ENERGY [PLANNING] DIVISION. Alternative renewable 
energy sources program, report to the Montana 
Legislature. [Helena] 1979. vi, 57 p. ill. 

79-622255 


- 9098 - 
ENERGY [PLANNING] DIVISION. 
energy almanac, prepared by Gail Kuntz. 
1979. xii, 145p. ill. 


1978 Montana 
Helena, 
79-622536 


- 9099 - 
GOVERNOR. Governor's annual report. 
[Helena] 246 p. ill. 
Report year ends June 30. 


1977/78. 


72-625164 


- 9100 - 

LEGISLATIVE ASSEMBLY. Administrative Code Com- 
mittee. Biennial report to the Legislature. 
Nov. 1978. Helena, Legislative Council. 
pagings. 

The committee was created by 1975 Session laws, 
Ch. 410, effective Apr. 14, 1975. 


various 


- 9101 - 

LEGISLATIVE ASSEMBLY. Coal Oversight Committee. 
Report to the forty sixth Legislature. [Helena, 
Legislative Council] 1978. vi, 27, 12, 27, 3, 3p. 

79-622222 


- 9102 - 
LEGISLATIVE ASSEMBLY. Committee on Indian 
Legal Jurisdiction. A report to the forty-sixth 
Legislature. Helena, Legislative Council, 1979. 


ii, 19, 4p. 79-622213 


- 9103 - 

LEGISLATIVE ASSEMBLY. Interim Committee on 
Human Services. The human service delivery 
system in Montana, a report to the forty sixth Legis- 
lature. [Helena, Legislative Council] 1978. 

66, 3, 5p. + ill. 79-622221 


9104 - 

LEGISLATIVE ASSEMBLY. Revenue Oversight Com- 
mittee. Comparing individual tax burdens in the 
fifty States, a report to the forty sixth Legislature. 
[Helena, Legislative Council] 1978. i, 3, 2, 4p. 

On cover: Interim study. 79-622217 


- 9105 - 
LEGISLATIVE ASSEMBLY. Revenue Oversight Com- 
mittee. Income tax indexing, a report to the forty 
sixth Legislature. [Helena, Legislative Council] 
1978. ii, 12 p. 
On cover: Interim study. 


- 9106 - 
LEGISLATIVE ASSEMBLY. Revenue Oversight Com- 
mittee. Taxation of metal mines, a report to the 
forty sixth Legislature. [Helena, Legislative 
Council] 1978. iii, 52 p. ill. 
On cover: Interim study. 


- 9107 - 
LEGISLATIVE ASSEMBLY. Revenue Oversight Com- 
mittee. Timber taxation in Montana, a report to the 
forty sixth Legislature. [Helena, Legislative 
Council] 1978. iv, 56, 14p. 
On cover: Interim study. 


79-622216 


79-622225 


79-622224 


- 9108 - 
LEGISLATIVE ASSEMBLY. Subcommittee on Education. 


Community college governance,a report to the forty 
sixth Legislature. [Helena, Legislative Council] 
1978. i, 35 p. 79-622219 


- 9109 - 

LEGISLATIVE ASSEMBLY. Subcommittee on Education. 
Montana's historic and cultural resources, a report 
to the forty sixth Legislature. [Helena, Legislative 
Council] 1978. vii, 79, 3,2, 2p. ill. 79-622218 


MONTANA 
| 
= 
443 


MONTANA 


- 9110 - 
LEGISLATIVE ASSEMBLY. Subcommittee on Legisla- 
tive Improvement. Legislative improvement, a 


report to the forty-sixth Legislature. (Helena, 
Legislative Council] 1978. iv, 38 p. 
On cover: Interim study. 79-622215 


- 9111 - 
LEGISLATIVE ASSEMBLY. Subcommittee on State 
Legal Services and Election Laws. Election laws, 


a report to the forty sixth Legislature. ([Helena, 
Legislative Council] 1978. v, 17, 12, 6p. + 
79-622214 


- 9112 - 
LEGISLATIVE ASSEMBLY. Subcommittee on State 
Legal Services and Election Laws. State Tegal 
services, a report to the forty sixth Legislature. 


Helena, Legislative Council] 1978. vi, 40, 15, 7 p. + 
79-632270 


- 9113 - 

LEGISLATIVE ASSEMBLY. Subcommittee on Water 
Rights. Determination of existing water rights, a 
report to the forty sixth Legislature. [Helena, 
Legislative Council] 1978. iii, 21, 32 p. 79-622223 


- 9114 - 
OFFICE OF BUDGET AND PROGRAM PLANNING. 
Priority budgeting system variance report, fiscal 
year 1978. [Helena, 1978?] 251. 79-622272 


- 9115 - 
OFFICE OF THE COMMISSIONER OF HIGHER EDUCA- 
TION. Enrollment in higher education institutions 
in the State of Montana, fall 1978. Helena, 1978. 


27 1. 79-6222 56 


- 9116 - 
OFFICE OF THE LEGISLATIVE AUDITOR. Biennial 
report of the legislative auditor. 6th; 1977-78. 
[Helena] i, 401. ill. 


- 9117 - 
Report and recommendations tc 
{Helena, Legislative 
79-622199 


SALARY COMMISSION. 
the forty sixth Legislature. 
Council] 1978. [3] 1. 


- 9118 - 

UNIVERSITY OF MONTANA, Missoula. Financial 
report. 1976/77. Missoula. 19p. ill. 
annual. 

Report year ends June 30. 75-646807 

- 9119 - 

WATER RESOURCES DIVISION. 
reservoir sites in the Big Hole River Basin. 
1979. vi, 49p. ill. 

Printed by Color World of Montana, Inc. 

79-622253 


Potential off-stream 
Helena, 


- 9120 - 


WATER RESOURCES DIVISION. A survey of the 


Montana banking community regarding participation 
in the renewable resources development loan pro- 
gram, prepared by Bill Long. 
{9} p. ill. 


[Helena] 1978. 


- 9121 - 


WATER RESOURCES DIVISION. Water development in 


the Tongue and Powder River Basins. Helena, 1979. 
vi, 55p. ill. 79-622252 


NEBRASKA 


~ 9122 - 
ACCOUNTABILITY AND DISCLOSURE COMMISSION. 


Annual report. 1978. Lincoln. 6 p.+ 
Commission created by Laws of 1976, LB987, ap- 
proved Apr. 13, 1976. 


- 9123 - 
AGRICULTURAL EXPERIMENT STATION, Lincoln. 
Annual report. 92d; 1977/78. Lincoln. p. 
Report year ends June 30. 


- 9124 - 
ATTORNEY GENERAL, Report. 1977-78. [Lincoln] 
532 p. biennial. 9-17039 


- 9125 - 

COMMISSION ON AGING. State plan on aging for the 
State of Nebraska for fiscal year 1979. Submitted to 
Administration on Aging, Office of Human Develop- 
ment Service, U. S. Dept. of Health, Education, and 


Welfare. ([Lincoln, 1979] 70 p. 
Cover title: 1979 State plan. 79-622630 
- 9126 - 
COMMISSION ON INDIAN AFFAIRS. Annual report. 
1977/78. [Lincoln] 64p._ ill. 


Report year ends June 30. 75-645545 
- 9127 - 
COMMISSION ON THE STATUS OF WOMEN. Cutting 
the knot, how to survive a divorce [by Jill Nagy. 
Lincoln, 1977] 8p. 


- 9128 - 

COMMISSION ON THE STATUS OF WOMEN. Directory 
of employment and related resources for womenin 
Nebraska, prepared by Muriel Herzog. Edited by 
Twila Christensen Liggett. Lincoln, 1978. vi, 88p. 
ill. 


- 9129 - 
COMMISSION ON THE STATUS OF WOMEN. Mature 
women in Nebraska. [Lincoln, 1979. 2]|p. ill. 


- 9130 - 
COMMISSION ON THE STATUS OF WOMEN. Nebraska 
women's guide to employment [by Muriel Herzog, Pa- 
tricia Rae Callone, and Katherine Brauer. Lincoln, 
1978] 26p. ill. 
Issued in cooperation with Dept. of Labor and Dept. 
of Education, Vocational Education Division. 


- 9131 - 


COMMISSION ON THE STATUS OF WOMEN. Working 


together for yesterday, today, and tomorrow, a direc- 
tory of women's organizations in Nebraska. 
ii, 55 p. 


[Lin- 
coln] 1979. 


- 9132 - 

COMMISSION ON THE STATUS OF WOMEN. Women's 
Employment Opportunities Division. Minority women 
and girls in Neoraska, prepared by Patricia Meisen- 
holder [and] Muriel Herzog. Lincoln, 1978. 17p. 


ill. 79-622629 


- 9133 - 
COORDINATING COMMISSION FOR POSTSECONDARY 
EDUCATION. Annual report to the Governor. 34d; 
1978. [Lincoln] 66 p. 77-645134 


- 9134 - 
DEPT. OF AGRICULTURE. Seed Laboratory. 
1977/78. [Lincoln] 41 p. 
Cover title: Seed inspection, 1977-1978. 


Report. 


- 9135 - 
DEPT. OF BANKING AND FINANCE. Report. 
1977/78. [Lincoln] 40p. annual. 
Report year ends June 30. 
- 9136 - 
DEPT. OF HEALTH. Annual report. 1978. [Lincoln] 
39 p. ill. 73-641047 


- 9137 - 
Roster of hospitals. Jan. 1, 
Lincoln. 2-v. 


DEPT. OF HEALTH. 
1978; Jan. 1, 1979. 


DEPT. OF PULLIC WELFARE. 
coln| 


DSS pam[phlet. Lin- 


- 9138 - 
367. Creative care. |[n.d. 9]p. 
Distributed by Division of Social Services. 


- 9139 - 

DEPT. OF ROADS. Office of Engineering Services. 
Planning Division. Projected highway user revenue 
distribution, January 1979 - June 1980, prepared in 
cooperation with the Federal Highway Administration. 
[Lincoln, 1979] 19p. ill. 


- 9140 - 
DIVISION OF EMPLOYMENT. Research and Statistics. 
Veterans in Nebraska. Sept. 1978. [Lincoln] 
201. annual, 


~ 9141 - 
DIVISION OF EMPLOYMENT. Research and Statistics. 
Women in Nebraska, a labor force analysis. Sept. 
1978. [Lincoln] 98p. ill. annual. 


- 9142 - 

DIVISION OF EMPLOYMENT. Research and Statistics. 
Youth in Nebraska, a labor force analysis. Sept. 
1978. [Lincoln] 120 p. ill. annual. 


- 9143 - 

DIVISION OF HEALTH DATA AND STATISTICAL RE- 
SEARCH. Nebraska health facility reports, hospi- 
tals - 1976, prepared with the cooperation of Division 
of Licensure and Standards and Division of Health 
Care Facilities. |Lincoln, n. d.| 75p._ ill. 

79-622628 


SUPREME COURT. 


[TERRESTRIAL] WILDLIFE DIVISION. 


~ 9144 - 

DIVISION OF HEALTH DATA AND STATISTICAL RE- 
SEARCH. Nebraska health manpower reports; phys- 
ical therapists. 1977. Prepared with the coopera- 
tion of the Bureau of Examining Boards. [Lincoln] 
unpaged. ill. annual. 


- 9145 - 


ENERGY OFFICE. Annual report. Ist; 1978. [Lin- 


coln] i, 28p. ill. 
- 9146 - : 
GAME AND PARKS COMMISSION. Nebraska boating 
guide. 1979. [Lincoln] 23p. ill. 
- 9147 - 
GAME AND PARKS COMMISSION. Nebraska fishing 
guide. 1979. [Lincoln] 16 p. 
- 9148 - 


GAME AND PARKS COMMISSION. 

[Lincoln, 1979] N37p. ill. 
Issued in cooperation with Dept. of Roads, Dept. 

of Economic Development and State Historical Society. 


Vacation Nebraska. 


~ 9149 - 


GOVERNOR. State of Nebraska executive budget. 
1979/80. [Lincoln] xx, 118p. annual. 
54-44082 


- 9150 - 


LIBRARY COMMISSION. Annual report. 1976/77. | 
Charlotte Lewis, editor. Lincoln. 44p. ill. F 
75-646701 


- 9151 - 

LIBRARY COMMISSION. Directory of health science 
libraries in Lincoln, Nebraska, compiled by the Lin- 
coln Health Sciences Library Group. [Lincoln] 1977. 
unpaged. 


- 9152 - 

OFFICE OF THE ADJUTANT GENERAL. 
of the adjutant general. 1977/78. 
ill. 

Issued by the Military Dept. of Nebraska, Informa- 
tion Office. 
Report year ends June 30. 


Annual report 
[Lincoln] 76 p 


- 9153 - 
STATE DEPT. OF EDUCATION. A handlist of Nebras- 


ka authors, by Emily Jane Uzendoski. Lincoln, 1977. 
x, 275 p. 
Cover title: Nebraska authors. 79-622640 


- 9154 - 
Reports of cases decided in the 
Supreme Court of Nebraska. Vol. 200; Feb.1/ 
May 16, 1978. Lincoln, Gant Pub. Co. xv, 965 p. 
Title on spine: Nebraska reports. 
Available by purchase from Nebraska State Library. 
C-260 
- 9155 - 
Surveys and 
management of wild turkey, work plan M-78, March 
1977 through February 1978 [by Robert Craig, Harvey 
Suetsugu, and Karl Menzel. Lincoln, 1978?] 12 p. 


4 
145 


- 9156 - 
UNIVERSITY OF NEBRASKA, Lincoln, Nubook, a guide 
for campus activities and developmental opportunities. 
1978. [Lincoln] ii, 76p. ill. annual. 


- 9157 - 

UNIVERSITY OF NEBRASKA, Lincoln. Bureau of Busi- 
ness Research. Statistical analysis of unemployment 
and insurance claimants; final report, by Donald E. 
Pursell and William D. Torrence. [Lincoln] 1978. 
111. 79-622633 


~ 9158 - 

UNIVERSITY OF NEBRASKA, Lincoln. Bureau of Edu- 
cational Research and Field Services. The South 
Sioux City Community School District survey report; 
a cooperative survey provided by the State Dept. of 
Education and the University of Nebraska. Lincoln, 
1979. vii, 731. ill. 

On cover: Survey. 


UNIVERSITY OF NEBRASKA, Lincoln. Conservation 
and Survey Division. Nebraska geological survey re- 
port of investigations. Lincoln. 


- 9159 - 
4. Structure of the Tarkio Limestone along the Hum- 
boldt Fault Zone in southeastern Nebraska |by]| 
R. R. Burchett and J. L. Arrigo. 1978. 112 p. 


ill. 79-622632 


- 9160 - 

UNIVERSITY OF NEBRASKA, Lincoln. Cooperative Ex- 
tension Service. Insect control guide for corn and 
sorghum, Nebraska [by] R. E. Roselle [and others] 
Rev. [Lincoln] 1978. 12p. (Its E.C. 79-1509) 


- 9161 - 
UNIVERSITY OF NEBRASKA, Lincoln. Cooperative Ex- 
tension Service. Publications for farm and home. 


1979. Lincoln. 32 p. 


- 9162 - 

UNIVERSITY OF NEBRASKA, Lincoln. Cooperative Ex- 
tension Service. Selected vegetable varieties for 
Nebraska, by Barbara Voight-Boltes [and] Donald H. 
Steinegger. |Lincoln, n.d. 4]p. (Its EC 79-1234) 


- 9163 - 
UNIVERSITY OF NEBRASKA AT OMAHA. Center for 


Applied Urban Research. A housing allocation 
formula for Nebraska cities of the first class. 
Omaha, 1978. vii, 1181. 
Issued in cooperation with the city of Bellevue. 
79-622631 


~ 9164 - 
UNIVERSITY OF NEBRASKA MEDICAL CENTER, Oma- 
ha. Student handbook. 1978/79. |Omaha] 5Ip. 
i 


9165 - 
UNIVERSITY OF NEBRASKA MEDICAL CENTER, Oma- 
ha. Dept. of Psychiatry. Annual report. 1977778. 
Omaha. 76p. ill. 


~ 9166 - 

UNIVERSITY OF NEBRASKA MEDICAL CENTER, Oma- 
ha. Meyer Children's Rehabilitation Institute. “An- 
nual report. 1977/78. Omaha. 9ip. ill. 

Report year ends June 30. 


NEVADA 


All Nevada publications are distributed by the agencies 
ra them. They are not available from the State Printing 
ce. 


~ 9167 - 

COMMISSION ON CRIME, DELINQUENCY, AND COR- 
RECTIONS., Comprehensive criminal justice plan. 
1978. [Carson City] 18, 188, 121, 49, 34p. ill. 

74-644892 


- 9168 - 
COMMISSION ON CRIME, DELINQUENCY, AND COR- 
RECTIONS. State of Nevada comprehensive criminal 
justice progress report. [Carson City] 1978. 378 p. 


79-622622 


- 9169 - 

DEPT. OF FISH AND GAME. Evaluation of land use 
practices; job performance report, Development and 
Maintenance Section, Federal aid in wildlife restora- 
tion project W-48-9, study II, job 1, by Terry E. 
Retterer. Reno [1978?] 71. 


- 9170 - 
DEPT. OF FISH ANDGAME. Nevada upland game bird, 
migratory game bird, rabbit, and furbearing animal 
seasons. 1977. Reno. folder. 


- 9171 - 

DEPT. OF FISH AND GAME. Wildlife input into land 
management agencies planning systems; job perform- 
ance report, Development and Maintenance Section, 
Federal aid in wildlife restoration project W-48-9, 
study II, job 5, by Terry E. Retterer. Reno [1978?| 
31. 


~ 9172 - 

DEPT. OF HIGHWAYS. Planning Survey Division, 
General highway map|s| Prepared in cooperation with 
the Federal Highway Administration. Carson City, 
1978. maps on sheets 43 x 56 cm. 


Carson City, Douglas County. 

Churchill Butte, Lyon and Storey Counties. 

Como, Douglas and Lyon Counties. 

Dayton, Douglas and Lyon Counties. 

Desert Creek Peak, Douglas and Lyon Counties. 
Dogskin Mountain, ‘Washoe County. 

Freel Peak, Douglas County. 

Mount Rose, Washoe County. 

Mount Siegel, Douglas County. 

Nixon, Washoe County. 

Reno, Washoe County. 

Spanish Springs Valley, Storey and Washoe Counties. 
Sutcliffe, Washoe County. 

Topaz Lake, Douglas County. 

Virginia City, Lyon, Storey, and Washoe Counties. 
Wadsworth, Lyon, Storey, and Washoe Counties. 
Welling, Douglas and Lyon Counties. 


- 9173 - 

DIVISION OF COLORADO RIVER RESOURCES. South- 
ern Nevada water system financial statements and 
audit report, June 30, 1978 [by Kafoury, Armstrong, 
Turner & Co. Reno, 1978] 36 p. 


- 9174 - 

DIVISION OF GAME. Canada goose population estab- 
lishment; job performance report, Federal aid in 
wildlife restoration project W-48-9, study R XV, job 
5, by Larry Barngrover. Reno, 1978. 41. 


- 9175 - 

DIVISION OF GAME. Eastern management area com- 
plex: Overton, Kirch, Key Pittman, Bighorn water 
development; job performance report, Development 
and Maintenance Section, Federal aid in wildlife res- 
toration project W-49-9, by Roy Horsley [and others] 
Reno, 1978. 15p. 


- 9176 - 

DIVISION OF GAME. __ Evaluation of land use practices 
affecting nongame; job performance report, Federal 
aid in wildlife restoration project W-53-R, study II, 
job 1, by Gary B. Herron [and] Paul A. Lucas. 
Reno, 1978. 31 


- 9177 - 

DIVISION OF GAME. _ Evaluation of methods used in de- 
termining deer population trends; job final report, 
Federal aid in wildlife restoration project W-48-9, 
study R I-A, job 1, by J. Richard Alldredge, Paul T. 
Tueller [and] Sheila Dean. Reno, 1978. 12p.+ ill. 


- 9178 - 

DIVISION OF GAME. Evaluation of range modifications; 
job performance report, Federal aid in wildlife resto- 
ration project E-48-9, study S&I II, job 3, by Terry 
E. Retterer. Reno, 1978. 61. 


- 9179 - 

DIVISION OF GAME. Exotic and nonresident game bird 
releases and investigations; job performance report, 
Federal aid in wildlife restoration project W-48-9, 
study S&I I, job 14, by William A. Molini [and others] 
Reno, 1978. 71. 


- 9180 - 
DIVISION OF GAME. _ Exotic game bird propagation; job 


performance report, Federal aid in wildlife restora- 
tion project W-48-9, study R-XIV, jobs 1 and 2, by 
Walter F. Mandeville. Reno, 1979. 171. 


- 9181 - 

DIVISION OF GAME. Individual species management 
plans; job performance report, Federal aid in wild- 
life restoration project W-48-9, study S&I III, jobs 
2-5 & 7, by William A. Molini [and] George K. 
Tsukamoto. Reno, 1979. 21. 


- 9182 - 
DIVISION OF GAME. Mason Valley wildlife manage- 
ment area plan; job performance report, Federal aid 
in wildlife restoration project W-48-9, study S&lI V, 
job 2, by Frank Dodge. Reno, 1978. 21. 


- 9183 - 

DIVISION OF GAME. Mule deer mortality and repro- 
ductive capability; job final report, Federal aid in 
wildlife restoration project W-48-9, study RI-B, jobs 
land 2, by San J. Stiver. Reno, 1978. 30p. ill. 


- 9184 - 

DIVISION OF GAME. Nongame species management 
plans; job performance report, Federal aid in wildlife 
restoration project W-53-R, study I, job 3, by Gary 
B. Herron [and] Paul A. Lucas. Reno, 1978, [1] 1. 


- 9185 - 

DIVISION OF GAME. Overton wildlife management area 
plan; job performance report, Federal aid in wildlife 
restoration project W-48-9, study S&I V, job 1, by 
Bob Layton. Reno, 1978. 21. 


- 9186 - 

DIVISION OF GAME. Population surveys, species dis- 
tribution, and key habitats of selected nongame spe- 
cies; job performance report, Federal aid in wildlife 
restoration project W-53-R, study I, jobs 1 and 2, by 
Gary B. Herron [and] Paul A. Lucas. Reno, 1978. 
14p. 

- 9187 - 

DIVISION OF GAME. Upland game, migratory game 
birds, fur investigations, and hunting season recom- 
mendations, 1978; job performance report, Federal 
aid in wildlife restoration project W-48-9, study S&I 
I, jobs 7-13, 15-17, by William A. Molini [and] Larry 
Barngrover. Reno, 1978. 11, S16, 112, I111, 
14, Al6 p.+ 


- 9188 - 

DIVISION OF GAME. Western management area com- 
plex: Mason Valley, Scripps, Fernley, Humboldt, 
Alkali Lake range rehabilitation; job performance re- 
port, Development and Maintenance Section, Federal 
aid in wildlife restoration project W-50-9, by Frank 
Dodge [and] Terry Retterer. Reno, 1978. 14p. 


- 9189 - 
HISTORICAL SOCIETY. Nevada articles in Desert mag- 
azine [of the Southwest, 1937 thru 1977, by] Marion 
Ambrose. [Carson City] 1979. 191. 


- 9190 - 
LAWS, STATUTES, ETC. Nevada revised statutes 
governing public uses in State park areas. Rev. 
[Carson City] Division of State Parks, 1978. 18 p. 


LEGISLATIVE COMMISSION. Bulletin. 


[Carson City] 


~ 9191 - 
79-4, Provisions relating to obscenity. 
i, 24p. 


1978. 
79-622623 


- 9192 - 
79-5. Feasibility of creating a commission to regu- 
late transportation. 1978. v, 62p. 79-622624 


- 9193 - 
79-6. Administration of mental hygiene and mental 
retardation programs in Nevada. 1978. 
ii, 46, ix, 85, 47-109 p. ill. 79-622625 


NEVADA 


- 9194 - 


79-13. Feasibility of creating a new county to govern 


the north shore area of Lake Tahoe. 1978. 
i, 123p. ill. 79-622626 
- 9195 - 
79-16. Assessment and taxation of geothermal re- 


sources. 1978. 


ii, 55p. ill. 


79-622627 


LEGISLATIVE COUNSEL BUREAU. Bulletin. 
City. 


Carson 


- 9196 - 
79-21. Legislative manual. 
Ixx, 252 p. ill. biennial. 


60th sess., 1979. 
55-42530 


- 9197 - 
LEGISLATIVE COUNSEL BUREAU. Audit Division. 
Biennial report of the legislative auditor. c. 31, 
1978. CarsonCity. 40p. ill. 


- 9198 - 


LEGISLATIVE COUNSEL BUREAU. Fiscal Analysis Di- 
vision. Legislative fiscal report. 1979781. [Car- 
son City] 80p. ill. 


LEGISLATIVE COUNSEL BUREAU. Research Division. 
Background paper. Carson City. 


- 9199 - 

79-1. Property tax relief. [19787] 141. 
- 9200 - 

79-2. Junk telephone calls. Rev. 1978. 61. 
- 9201 - 

79-4. Sunset legislation. [19787] 141. 
- 9202 - 

79-5. Product liability. [19787] 111. 
- 9203 - 

79-10. Rent control. [19787] 101. 
- 9204 - 


79-11. Generic v. brand-name drugs. 1979. 81. 


- 9205 - 


79-12, Amendment of the U. S. Constitution by the 
convention method. [1979] 101. 


- 9206 - 
OFFICE OF STATE CONTROLLER. 
report. 1977/78. [Carson City] 
C14, D6 p. 


Annual financial 
124, A26, B18, 


- 9207 - 

PUBLIC SERVICE COMMISSION. General order no. 3, 
rules of practice and procedure before the Public Serv- 
ice Commission, effective January 1, 1979. 
vii, 112 p. 


[Carson 


City, 1978] 79-622048 


- 9208 - 

STATE CONSERVATION COMMISSION. Handbook of 
best management practices; State of Nevada non- 
designated area water quality management plan. 

[Carson City, n. d.] various pagings (loose-leaf) 

ill. 

Issued in cooperation with Dept. of Conservation 

and Natural Resources, Division of Environmental 

Protection. 


- 9209 - 
STATE LIBRARY, Carson City. Library Development 


Division. Nevada library directory and statistics, 
1979. Carson City. 121 p. 77-644335 


TAX COMMISSION. Bulletin. [Carson City] 


- 9210 - 

142. Assessed valuation of railroad companies, pub- 
lic utility companies [and] bank shares. 1978/79. 
34 p. 


- 9211 - 
BANK COMMISSIONER. Annual report. 
Concord. 193 p. 
Report year ends June 30. 


133d; 1977/78. 
6-3171 


- 9212 - 
DEPT. OF EDUCATION. Division of Administration. 
Average daily memberships based upon attendance 
and residence. 1977/78. Concord. 10p. 


- 9213 - 
DEPT. OF EDUCATION. Division of Administration. 
Average expenditures per pupil for elementary, ap- 


proved junior high, and high schools. 1977/78. 
Concord. 5p. 


9214 - 
DEPT. OF EDUCATION. Division of Administration. 


Capital outlay expenditres of school districts. Con- 
cord[n. d.] 2p. 


9215 - 

DEPT. OF EDUCATION, Division of Administration. 
Distribution of sources of revenue and distribution of 
expenditures of New Hampshire school districts based 
upon total net receipts and payments of districts in- 
cluding inter-district tuition transfers. 1977/78. 
Concord, [1] 1. 


- 9216 - 

DEPT. OF EDUCATION. Division of Administration. 
Equalized valuation per pupil of New Hampshire 
school districts. 1977/78. Concord. 7p. 

76-640472 


- 9217 - 

DEPT, OF EDUCATION. Division of Administration. 
Fact sheet, approved elementary schools, 154 dis- 
tricts [middle schools, 25 districts, junior high 
schools, 41 districts, high schools, 74 districts] by 
district for school year 1977-78. Concord [n. d.] 
5, 2, 3p. 
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~ 9218 - 
DEPT. OF EDUCATION. Division of Administration. 
Total net revenue of school districts, ° 
Concord. 8p. 75-649901 
~ 9219 - 
DEPT. OF EDUCATION. Division of Administration. 
Valuations, property tax assessments, and school 
tax rates of school districts. 1978/79. Concord. 


Tp. 


- 9220 - 
DEPT. OF EMPLOYMENT SECURITY. Economic Anal- 
ysis and Reports Section. Labor force information 

about veterans in New Hampshire, 1978. [Concord] 
1978. 35p. 
Issued in cooperation with Employment and Train- 
ing Administration, U. S. Dept. of Labor. 
79-622620 


- 9221 - 

DEPT. OF EMPLOYMENT SECURITY. Economic Anal- 
ysis and Reports Section. Labor force information 
about youth in New Hampshire, 1978. [Concord] 
1979. i, 51p. 

Issued in cooperation with Employment and Trein- 
Administration, U. S. Bureau of Labor. 79-622619 


- 9222 - 


EMPLOYMENT SERVICE BUREAU. Annual rural man- 


power report. 1978. [Concord] 6p.+ ill. 
74-645763 
- 9223 - 
FISH AND GAME DEPT. Bearkill. 1978. [Concord] 


21. 


- 9224 - 
GAME MANAGEMENT AND RESEARCH DIVISION. 
Deer kill. 


1978, [Concord] 8 p. 76-645225 
- 9225 - 
GAME MANAGEMENT AND RESEARCH DIVISION. 
Deer kill analysis. 1977. [Concord] T6, 23 p. 


- 9226 - 

GENERAL COURT. House [of Representatives] Clerk's 
Office. Final disposition of bills and resolutions, 
State of New Hampshire, 145th General Court, 
1977-78 special session. [Concord, 1978?] 22 p. 


- 9227 - 
OFFICE OF COMPREHENSIVE PLANNING. New Hamp- 
shire flood insurance handbook, prepared in coopera- 


tion with the Office of Disaster Preparedness Planning. 


[Concord] 1978. 57p. ill. 
- 9228 - 

SUPREME COURT. Teaching the New Hampshire con- 
stitution: a program of instruction for the schools of 
New Hampshire; a resource guide, prepared by Ar- 
thur S. Pease. [Concord] 1978. various pagings. 


ill. 79-622050 


NEW JERSEY 


- 9229 - 
UNIVERSITY OF NEW HAMPSHIRE, Durham. Marine 
Advisory Program. Marine resource directory, 
State of New Hampshire, researched & compiled by 

Debby S. Truitt. [Durham] 1977. 116 p. 

$1.00; available from Marine Advisory Program, 
University of New Hampshire, 111 Kingsbury Hall, 
Durham, N. H. 03824. 


NEW JERSEY 


COUNTY AND MUNICIPAL GOVERNMENT STUDY COM- 
MISSION. Report. [Trenton] 


- 9230 - 
17, Forms of municipal government in New Jersey, 
prepared by Ernest Reock and Raymond Bodnar. 


1979. viii, 155, C16 p. 79-622027 
- 9231 - 
DEPT. OF STATE. Electoral participation in New 
Jersey. [Trenton, 1978] 44p. 19-622636 
- 9232 - 
DEPT. OF TRANSPORTATION. Highlights of activi- 
ties. 1976. [Trenton] 16p. ill. 16-647352 
- 9233 - 


DEPT. OF TRANSPORTATION. New Jersey State rail 
plan for rail transportation and local rail services, 
1978 update. [Trenton] 1978. v, 258, A115, G5, 


B3p. ill. 79-622638 
- 9234 - 


OF TRANSPORTATION. Division of Accounting 
July 1/Dec. 31, 


DEP ! 


aud Auditing, Financial report. 
1977. [Trenton] 462 p. 

On cover: Fiscal year 1978. 
- 9235 - 


DIVISION OF BUDGET AND ACCOUNTING. 
fiscal report. 1977/78. [Trenton] 


Annual 
49 p. 


Report year ends June 30. 53-62838 


- 9236 - 
DIVISION OF BUDGET AND ACCOUNTING, Fiscal re- 
port. 1977/78. [Trenton] 118 p. 


Report year ends June 30, 


- 9237 - 
DIVISION OF BUDGET AND ACCOUNTING, State of 
New Jersey budget. 1979/80. [Trenton] 
6a, 17b, 38c, 422 p. 


9238 - 
DIVISION OF PENSIONS. New Jersey public employee 
benefit manual. 1978 ed. [Trenton] 392 p. 


- 9239 - 
DIVISION OF STATE POLICE. Fatal Accident Unit. 
Fatal motor vehicle accident comparative data report. 
1977. [West Trenton] 49p. ill. 75-642363 


~ 9240 - 
LEGISLATIVE SERVICES AGENCY. Division of Legis- 
lative Information and Research. Contidentiality of 


legislative research papers; a survey. Rev. ([Tren- 
ton] 1978. 68p. 79-622026 
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NEW JERSEY 


~ 9241 - 

LEGISLATURE. General Assembly. [Commerce] Bank- 
ing, and Insurance Committee. Public hearing ... 
on Assembly no. 3058 (modifying State's usury ceil- 
ing for mortgage loans and certain other loans) held 
January 30, 1979 ... Trenton, New Jersey. [Tren- 
ton, 1979] 38, 22A, 5X p. 79-622635 


- 9242 - 

LEGISLATURE. General Assembly. Judiciary, Law, 
Public Safety, and Defense Committee. Public hear 
ing ... on Assembly Concurrent Resolution no. 38 
(proposed constitutional amendments to merge the 
Superior Court and the county courts) held March 29, 
1978 ... Clifton, New Jersey. [Trenton, 1978? 

5, 36x p. 79-622634 


- 9243 - 

LEGISLATURE. General Assembly. State Government, 
Federal, and Interstate Relations Committee. Public 
hearing before Assembly State Government, Federal 
and Interstate Relations, and Veterans Affairs Com- 
mittee on A-744 (proposed Title 19A-Election law) 
held December 19, 1978 ... Trenton, New Jersey. 
[Trenton, 19787] 37, 21A, 13X p. 79-622028 


- 9244 - 
STATE DEPT. OF EDUCATION. 
law decisions; indexed. 1976, 


New Jersey school 
Trenton. 2v. 
70-627107 


- 9245 - 
STATE INVESTMENT COUNCIL. 
28th; 1977/78. [Trenton] 


Annual report. 
20 p. 52-62585 


STATE LAW ENFORCEMENT PLANNING AGENCY. 
Dissemination document. |Trenton| 


~ 9246 - 
29. Criminal justice plan for New Jersey-applicants 
guide, 1979. {1978] 169 p. 79-622637 


NEW MEXIcOoO 


~ 9247 - 

CONSTITUTION. ‘The constitution of the State of New 
Mexico as adopted January 21, 1911, and as subse- 
quently amended by the people in general and special 
elections, 1912 through 1978. [Santa Fe| S. Hooper, 
secretary of state, 1979. 96 p. 79-622052 


- 9248 - 
CORRECTIONS DIVISION. Annual report. 
[Santa Fe] 36p. ill. 
Report year ends June 30, 
Division created by Laws of 1977, Ch. 257, effec- 
tive Mar. 31, 1978. 


1977/78. 


~ 9249 - 

CRIMINAL JUSTICE SUPPORT DIVISION. Training and 
Education Bureau. Approved police officer basic 
training curriculum. [Santa Fe] 1979. 65 p. 

Division and bureau created within the Criminal 
Justice Dept. by Laws of 1977, Ch. 257, effective 
Mar. 31, 1978. 


- 9250 - 

CRIMINAL JUSTICE SUPPORT DIVISION. Training and 
Education Bureau. Police and corrections basic and 
advanced training schedule, January-June, 1979. 
Santa Fe [1979] 451. 


- 9251 - 
DEPT. OF INSURANCE. Directory of insurance com- 
panies. Santa Fe, 1978. 97p. 79-622639 


- 9252 - 

ECONOMIC DEVELOPMENT DIVISION. Directory of 
New Mexico manufacturing & mining. 1978/79. 
Santa Fe. xvii, 160p. ill. 

Issued in cooperation with Bureau of Business and 
Economic Research, University of New Mexico. 
$15.00. 


- 9253 - 

LAWS, STATUTES, ETC. New Mexico public account- 
ancy act of 1947, as amended; rules of professional 
conduct; rules and regulations adopted by the board. 
Albuqueque, State Board of Public Accountancy, 1978. 
36 p. 


- 9254 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. Development of retrofit energy conser- 
vation and solar heating systems (phase 1) technical 
report, by W. Reed Edgel. [Las Cruces] 1978. 

x, 128p. ill. 
On t. p.: NMEI 20. 


- 9255 - 
NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
a Institute. The district space heating potential of 
ow temperature hydrothermal geothermal resources 
in the southwestern United States; technical report, 


by P. K. McDevitt and C. R. Rao. 
1978. vi, 66p. ill. 
On t. p.: NMEI 10-1. 


[Las Cruces] 


~ 9256 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
Institute. Evaluation of geothermal potential of 
fs basin and range province of New Mexico; technical 
report, by Gary P. Landis [and others. Los Cruces] 
1976. 51, A6, Bl, C40, D9, E5p. ill. 

On t. p.: NMEI 6. 


- 9257 - 
NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. Geothermal application feasibility 
study for the New Mexico Institute of Mining and Tech- 
nology campus; technical report, by Alan R. Miller 
[and] Vernon G. LeFebre. [Las Cruces] 1978. 
ix, 85p. ill. 
On t. p.: NMEI 19. 


- 9258 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. Geothermal development and produc- 
tion of electricity in the southwestern United States; 
technical report, by K. R. Nowotny and C. R. Rao. 
[Las Cruces] 1978. xii, 501. ill. 

On t. p.: NMEI 10-2. 


- 9259 - 
NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. Geothermal studies in southwest New 
’ Mexico; technical report, by Chandler A. Swanberg. 
[Las Cruces] 1976. xiii, 54p. ill. 
On t. p.: NMEI 3. 


- 9260 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. Improving the energy conversion effi- 
ciency of natural gas irrigation pumping plants; annu- 
al report, by George H. Abernathy. [Las Cruces| 
1978. iv, 211. 

On t. p.: NMEI 12-14. 


- 9261 - 
NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
Institute. New Mexico solar resource assess- 
ment project; technical report, by Raymond J. Bahm. 
{Las Cruces] 1978. viii, 190 p. ill. 
On t. p.: NMEI 9. 


- 9262 - 

NEW MEXICO STATE UNIVERSITY, Las Cruces. Ener- 
gy Institute. The New Mexico wind energy resource; 
technical report, by Kenneth M. Barnett. |Las 
Cruces] 1977. xii, 108p. ill. 

On t. p.: NMEI 7. 


- 9263 - 
PROPERTY TAX DIVISION. Annual report. 1978. 
{Santa Fe] 61p. ill. 
Division created within the Taxation and Revenue 
Dept. by Laws of 1977, Ch. 249, effective Mar. 31, 
1978. 


- 9264 - 
SECRETARY OF STATE. Official returns: general and 
primary returns. 1978. [Santa Fe] various pag- 
ings. 68-64020 


- 9265 - 
STATE BUDGET DIVISION. Executive budget. 68th; 
1979/80. [Santa Fe] 2 
Vol. 2 is ill. 
- 9266 - 
STATE BUDGET DIVISION. Executive budget in brief. 
1979/80. [Santa Fe] 58p. ill. 


~ 9267 - 
STATE COMMISSION ON POST-SECONDARY EDUCA- 
TION. Annual report. 6th; 1978. Santa Fe. 
viii, 32 p. 76-644532 


- 9268 - 
STATE LIBRARY, Santa Fe. State Library. The New 
Mexico State documents classification system. San- 
ta Fe, 1978. 17p. 


- 9269 - 

UNIVERSITY OF NEW MEXICO, Albuquerque. General 
Library. Annual report. 1975, 76- 19787 77. 
buquerque| 30p. ill. 

Combined report. 


- 9270 - 
UNIVERSITY OF NEW MEXICO, Albuquerque. Office of 
Admissions and Records. Biennial report. 1976/78. 
[Albuquerque] iii, 224p. ill. 


NEW YORK 


~ 9271 - 
DEPT. OF COMMERCE. Ten good reasons to hire 
the handicapped. [Albany, n.d.] folder. 
Issued in cooperation with the Office of Vocational 
Rehabilitation and others. 
- 9272 - 
DEPT. OF HEALTH. Cockroaches, you can get rid of 
them! [Albany, n.d.] folder. ill. 


.9 
DEPT. OF HEALTH. Give om plenty of love, immu- 
nize them now. [Albany, n.d. folder. 


- 9274 - 
DEPT. OF HEALTH. Help prevent lead poisoning. 
[Albany, n.d.] folder. ill. 


- 9275 - 
DEPT. OF HEALTH. Septic systems, operation and 
maintenance. [Albany, folder. ilL 


- 9276 - 
DEPT. OF TAXATION AND FINANCE. New York 
personal income and tax liability, by county of resi- 
dence. 1975-76. [Albany] annual. 


- 9277 - 

DEPT. OF TRANSPORTATION. New York 7. 5 minute 
series planimetric, prepared and published in cooper- 
ation with Federal Highway Administration. Albany. 
maps on sheets 76 x 59 cm, 


Chautauqua quadrangle, New York - Chautauqua Co. 
Rev. by A. Getson. 2ded. 1978. 

Clymer quadrangle, New York - Chautauqua Co. 
Rev. by P. J. Hunisak. 2ded. 1978. 

Greene quadrangle, New York. 1978, 

Gerry quadrangle, New York - Chautauqua Co. Rev. 
by L. F. Biggane and G.D. Schmidt. 2ded. 1978, 

Owasco quadrangle, New York. Rev. by T. S. 
Gallagher and P. J. Hunisak, 1978. 

Pitcher quadrangle, New York. Rev. by J. E. Farah. 
2ded. 1978. 

Sherman quadrangle, New York - Chautauqua Co, 
Rev. by R. J. Peters. 2d ed. 1978. 

Smithville Flats quadrangle, New York. 1978. 

South Otselic quadrangle, New York. Rev. by L. F. 
Biggane. 2ded. 1978, 

South Ripley quadrangle, New York - Chautauqua. 
Rev. by P.J. Hunisak. 2ded. 1978. 


~ 9278 - 

DEPT. OF TRANSPORTATION. New York 7.5 minute 
series planimetric; special topographic edition, 
prepared and published in cooperation with the Federal 
Highway Administration. Albany. maps on sheets 
76 x 59 cm. 


Big Flats quadrangle, New York. Rev. by A. Getson. 
2d ed. 1978. 

Camden East quadrangle. New York - Oneida Co, 
Rev. by J. Simonsen. 2ded. 1978, 


Camden West quadrangle, New York. Rev. by B. H. 
Frank. 2ded. 1878, 


Elmira quadrangle, New York - Pennsylvania. Rev. 
by P.G. Hein. 2ded. 1978, 
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NEW YORK 


Erin quadrangle, New York. Rev. by V.A. Scholz. 
2ded. 1978. 

Guilford quadrangle, New York. Rev. by C.S. 
Conover. 2d ed. 1978. 

Herkimer quadrangle, New York - Herkimer Co. 
2d ed. 1978, 

Horseheads quadrangle, New York - Chemung Co. 
Rev. by J.E. Farah, 2ded. 1978. 

lion quadrangle, New York - Herkimer Co. 1978. 

Jerseyfield Lake quadrangle, New York. Rev. by 
P.G. Hein 2ded. 1978, 

Newport quadrangle, New York. Rev. by G. D. 
Schmidt. 1978, 

Seeley Creek quadrangle, New York - Pennsylvania. 
Rev. by P.G. Ahl. 2ded. 1978. 

Van Hornesville quadrangle, New York. Rev. by 
P.G. Hein 2ded. 1978. 

Wellsburg quadrangle, New York - Pennsylvania. 
Rev. by M.A. Arnold. 2ded. 1978, 


- 9279 - 

DIVISION FOR YOUTH. Detention Study Unit. Juvenile 
detention in New York State, 1977: policy and practice 
{final report. Albany, 1977?] 235p. ill 

79-622453 


- 9280 - 

DIVISION OF AUDITS AND ACCOUNTS. Audit of Long 
Island Railroad's beverage service operation, Metro- 
politan Transportation Authority; audit report. 
[Albany] 1978, 3, 251 

NY-AUTH- 10-79. 


~ 9281 - 

DIVISION OF AUDITS AND ACCOUNTS. Congress of 
Italian- American Organizations, Inc. (CIAO); audit 
report. [Albany] 1978. 4, 531. 

NYC- 50-78, 79-622398 

- 9282 - 

DIVISION OF AUDITS AND ACCOUNTS. __ Enrollment at 
Hunter College, City University of New York, Sep- 
tember 1, 1977-December 31, 1977; audit report. 
|Albany] 1978, 41. 

NYC- 3-79, 


- 9283 - 

DIVISION OF AUDITS AND ACCOUNTS. Financial and 
operating practices Department of Taxation and 
Finance, Corporation Tax Bureau, Manhattan District 
Office, March 31, 1978; audit report. [Albany] 1978. 
3, 20, 51 

NY-St- 14-78. 


9284 - 

DIVISION OF AUDITS AND ACCOUNTS, Financial and 
operating practices, Hudson River- Black River 
Regulating District, July 1, 1971-December 31, 1977: 
audit report. [Albany] 1978. 2, 121 + 

AL-AUTH- 7-78, 


- 9285 - 

DIVISION OF AUDITS AND ACCOUNTS. Financial and 
operating practices, Office of General Services, 
Division of Land Utilization, July 31, 1977: audit 
report. [Albany| 1978, 3, 

AL-St- 20-79 


- 9286 - 

DIVISION OF AUDITS AND ACCOUNTS. Financial and 
related practices, Mid-Hudson Psychiatric Center, 
Office of Mental Health, New Hampton, New York, 
June 30, 1977; audit report. [Albany| 1978. 

2, 15, 111L 
AL-St-7-78, 
- 9287 - 

DIVISION OF AUDITS AND ACCOUNTS. Financial and 
related practices Tompkins- Cortland Community 
College, Dryden, New York, August 31, 1977; 
audit report. [Albany] 1978. 2, 15, 6, 51 

AL-St-69-77, 


~ 9288 - 

DIVISION OF AUDITS AND ACCOUNTS. Financial 
operating practices and procedures, Department of 
Taxation and Finance, Division of the Lottery, Albany, 
New York, September 1, 1976-November 30, 1977; 
audit report. [Albany] 1978. 4, 36, 71 

AL- St- 8-79. 79-622399 
- 9289 - 

DIVISION OF AUDITS AND ACCOUNTS. Follow up on 
Bureau of Child Guidance, New York City Board of 
Education; audit report. [Albany] 1978. 5, 321 + 

NYC- 57-78, 
- 9290 - 

DIVISION OF AUDITS AND ACCOUNTS. Follow-up on 
Kings County Hospital Center, Home Care Service, 
New York City Health and Hospitals Corporation; 
audit report. [Albany] 1979. 3, 13 

NYC- 8-79. 
- 9291 - 

DIVISION OF AUDITS AND ACCOUNTS. Land acqui- 
sition and park development programs of the Office of 
Parks and Recreation and the Department of Environ- 
mental Conservation, March 31, 1977; audit report. 


[Albany] 1978 3, ii, 331. + 
AL-St- 14-78, 


- 9292 - 

DIVISION OF AUDITS AND ACCOUNTS. The Long 
Island Rail Road overhead and fringe benefit rates 
for State funded projects during the calendar years 
1974, 1975, and 1976; audit report. [Albany] 1978, 
3, 9L 

NY-Auth- 3-79. 
- 9293 - 

DIVISION OF AUDITS AND ACCOUNTS. New York City 
Department of Health, Methadone Maintenance Treat- 
ment Program, April 1, 1973 to September 30, 1977; 
audit report. [Albany]1978. 4, 281 

NYC-59-77. 


9294 - 

DIVISION OF AUDITS AND ACCOUNTS. Position class- 
ification and allocation field reviews, New York City 
Department of Personnel; audit report. [Albany] 
1978. 2, 141 

NYC-64-78. 


- 9295 - 

DIVISION OF AUDITS AND ACCOUNTS. Reconciliation 
of public assistance and medical assistance program 
costs claimed with appropriation expenditures record- 
ed by the city comptroller, New York City Human 


Resources Administration; audit report. [Albany] 
1978. 3, 241 


NYC- 17-77. 79-622400 


- 9296 - 

DIVISION OF AUDITS AND ACCOUNTS. Report no. 7, 
the New York State Mitchell- Lama Program, super- 
vision of development costs of Co-op City by the Div- 
ision of Housing and Community Renewal; audit report. 
[Albany] 1978. 6, 651 


NY-AUTH- 18-78. 79-622401 


- 9297 - 

DIVISION OF AUDITS AND ACCOUNTS. Summary 
report on State Comptroller audits of public assistance 
and other social service programs, New York City 
Human Resources Administration; audit report. 

[Albany] 1978. 2, 17, A61L 
NYC- 48-79. 


- 9298 - 
DIVISION OF FEDERAL EDUCATION OPPORTUNITY 
" PROGRAMS. Elementary and secondary education 
act, Title L State policies and Federal guidelines for 
education of the disadvantaged (selected summary). 
Albany, 1978. iv, 39 p. 


- 9299 - 
INSURANCE DEPT. Directory of insurance companies 
licensed in New York State. Mar. 1, 1977. New 
York. 23 p. 79-634620 


LAWS, STATUTES, ETC. of laws as 
amended through August 11, 1978, covering New York 
State Teacher's Retirement System. Albany [1978] 
iii, 126 p. 

- 9301 - 

LEGISLATURE, Assembly. Budget proposal to elimin- 
ate $3.75 million Trom Preventive Services [by] 
Howard L. Lasher. Albany, 1977. [3] 

Available from State Library, Albany. 


1978 schedule and member- 
ship, standing committees. Rev. [Albany, 1978] 
51 


- 9302 
LEGISLATURE. Assembly. 


Available from State Library, Albany. 


- 9303 - 

OFFICE FOR EDUCATION OF CHILDREN WITH 
HANDICAPPING CONDITIONS. Does your child 
need special help in school? Necesita su hijo(a) 
ayuda especial en la escuela? ([Albany, nd. ] 

folder. 


- 9304 - 
OFFICE OF OCCUPATIONAL AND CONTINUING EDUCA- 
TION. New York State annual report for occupational 
education. 1974/75. Albany. xxix, 151p. ill 


OFFICE OF OCCUPA TIONAL AND CONTINUING EDUCA- 
TION. New York State plan for the administration of 
occupational education under the Vocational education 
amendments of 1968 and part F of the Higher education 


act of 1965. Pt.2. Annual and long-range program 
plan. 1974/75. Albany. 3, ix, 257p. ill. 
- 9306 - 


OFFICE OF PARKS AND RECREATION. New York 
State boating rules & regulations, a summary of 
registration and safety requirements relating to 
pleasure craft. [Albany, nd.] folder. ilL 

Issued in cooperation with Dept. of Motor Vehicles. 


" UNIVERSITY OF THE STATE OF NEW YORK. Student 


NORTH CAROLINA 


- 9307 - 
OFFICE OF PARKS AND RECREATION. New York 


State snowmobile rules & regulations. [Albany, n.d. ] 
folder. 
issued in cooperation with Dept. of Motor Vehicles, 


- 9308 - 

OFFICE OF THE GOVERNOR. Economic Affairs 
Cabinet. The creation of domestic international 
banking facilities in New York State, a report. 
[Albany, 1978] 161 79-622402 


- 9309 - 

ROSEWELL PARK MEMORIAL INSTITUTE, Buffalo. 
Progress report. 1976/77. [Buffalo] xiii, 2097p. 
ill, annual. 

Report year ends Mar. 31. 


- 9310 - 

UNIVERSITY OF THE STATE OF NEW YORK. Division 
of Research. Prekindergarten Evaluation Uni 
Preliminary report of findings, evaluation of the New 
York State Experimental Prekindergarten Program. 
Albany, 1977. 35 p. 


- 9311 - 

UNIVERSITY OF THE STATE OF NEW YORK. Office 
of Vocational Rehabilitation. Incapacitado? La re- 
habititacion vocacional puede presarle ayuda a Ud., 
su familia, su comunidad. [Albany, 1977] folder. 
ill. 


- 9312 - 

UNIVERSITY OF THE STATE OF NEW YORK. Physical 
Education and Recreation Division. The New York 
State physical fitness screening test, for boys and 
girls, grades 4-12, a manual for teachers of physical 
fitness. Rev. Albany, 1976. v, 44p. ill 


- 9313 - 


Affairs Task Force. The new look at student affairs. 
Albany [n.d.] folder. 


NORTH CAROLINA 


DEPT. OF AGRICULTURE. Bulletin [Raleigh] 


- 9314 - 
231. North Carolina tobacco report. 29th; 1978/79. 
32 p. ilL annual, 57-63314 


- 9315 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Annexation and local governments 
in North Carolina, prepared by Ricky McGhee, for the 
Mid-East Commission. [Raleigh] 1978. 13 p. 

$3.00, available from the Mid- East Commission, 
P. O. Box 1218, Washington, N.C. 27889. 


- 9316 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Capital improvements budget, 
1978-79 through 1983-84, prepared by Philip S. 
Letsinger, for the town of Maxton, N.C. Raleigh, 
1978. 451 


| 

| 

| 

{ 

A 453 


NORTH CAROLINA 


- 9317 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Initial housing element/land use 
anc housing element, Granite Quarry, N.C. Prepar- 
ed by Granite Quarry Planning Board, for Granite 
Quarry Town Board of Aldermen. [Raleigh, 1977?] 
631. 

Issued by the Dept. under its former name: Dept. 
of Natural and Economic Resources. 
Cover title: Land use and housing element, Granite 
Quarry, North Carolina. 
- 9318 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Land development plan for 
Nashville, 1978-1985. [Raleigh, 1978] x, 941 
ill. 

~ 9319 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Overall program design for the 
Mid-East Commission [by Ricky McGhee. Prepared 
by Mid-East Commission. Raleigh] 1978. xii, 

109 p._ ill. 


- 9320 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Proposed extraterritorial zoning 
extension. Prepared by Rockingham- Richmond 
County Planning Department, for city of Rockingham. 
[Raleigh] 1978. ilL 


- 9321 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Suggested guidelines for develop- 
ing a structure rehabilitation program under commu- 
nity development [by Ricky McGhee. Raleigh] 1978. 

5 p. 
Available from Mid-East Commission, P.O. Box 
1218, Washington, N.C, 27889. 
- 9322 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Vance County land use and housing 
elelment [by Roy M. Williford. Prepared by 
Henderson- Vance County Planning Commission, for 
Vance County, North Carolina. Henderson] Ker- Tar 
Regional Council of Governments, 1978. iii, 150 p. 
ill. 

- 9323 - 

DEPT. OF NATURAL RESOURCES AND COMMUNITY 
DEVELOPMENT. Zoning ordinance for the town of 
Nashville, North Carolina, ([Raleigh, 1978] 78 L 


~ 9324 - 
DEPT. OF PUBLIC INSTRUCTION. Division of Research. 


Report of student performance, North Carolina annual 
testing program, basic skills. 1977/78. Raleigh. 
41p. + iL 

- 9325 - 

DEPT. OF TRANSPORTATION. Planning and Research 
Branch. Incorporated municipalities, municipal 
Officials, and State street aid allocations. 1978. 
Prepared in cooperation with Federal Highway Admin- 
istration. Raleigh. 15, 27, 23 1 75-645336 

- 9326 - 

DIVISION OF ARCHIVES AND HISTORY. Addresses 
and public papersof James Eubert Holshouser, Jr., 
Governor of North Carolina, 1973-1977. Edited by 
Memory F. Mitchell. Raleigh, 1978. xxx, 676 p. 
ill. 79-622051 


- 9327 - 
DIVISION OF ARCHIVES AND HISTORY. Historical 
Publications Section. Catalog of publications. 
Raleigh, 1978. 28p. ill. 


- 9328 - 
DIVISION OF ARCHIVES AND HISTORY. Historical 
Publications Section. Publications of the Division of 
Archives and History. Raleigh [nd] 28 p. 


= 9329 - 

DIVISION OF COMMUNITY ASSISTANCE. Citizen 
participation plan, Roanoke Rapids, N. C. [by Howard 
R. Hurlocker. Prepared by Roanoke Rapids Planning 
Board. Raleigh, 1978] unpaged. 


- 9330 - 

DIVISION OF COMMUNITY ASSISTANCE. Government 
space needs study, city of Roanoke Rapids, North 
Carolina [by Patricia T.Smith. Prepared by Roanoke 
Rapids Planning Boads. Raleigh, 1978] 81 


- 9331 - 

DIVISION OF COMMUNITY ASSISTANCE. Havelock 
annual. report. 1977. [By the city of Havelock and 
John Harenza. Prepared for the city of Havelock, 
North Carolina. Raleigh] 19 p. 

Issued by the division under a former name: 
Division of Community Services. 
Copies available at City Hall, Havelock, N.C. 


- 9332 - 

DIVISION OF COMMUNITY ASSISTANCE. Asheville 
Regional Office. Community appearance study for 
Rutherfordton, North Carolina, 1978. Prepared by 
Rutherfordton Planning Board, for town of Rutherford- 
ton, North Carolina. [Asheville, 1978] 43 1 


- 9333 - 

DIVISION OF COMMUNITY ASSISTANCE. Asheville 
Regional Office. Zoning ordinance for the town of 
Lake Lure, North Carolina [final draft] Prepared 
by Lake Lure Planning Board, for town of Lake Lure, 
North Carolina. [Asheville, 1976] 391 


- 9334 - 

DIVISION OF COMMUNITY ASSISTANCE. Asheville 
Regional Office. Zoning ordinance, Weaverville, 
North Carolina. Prepared for the town of Weaver- 
ville, North Carolina. Asheville, 1978 231 


- 9335 - 

DIVISION OF COMMUNITY ASSISTANCE. Mooresville 
Regional Office. Belmont annexation feasibility 
study [by James A. Dunn, Jr. [Prepared for the city 
of Belmont, North Carolina. Mooresville, 1978] 

ii, 
$2. 00, available from the City Hall, Belmont, N.C. 


- 9336 - 

DIVISION OF COMMUNITY ASSISTANCE. Mooresville 
Regional Office. Land development plan, update, 
Cherryville, N.C. [Prepared for the city of Cherry- 
ville. Mooresville, 1977?] 451 


- 9337 - 

DIVISION OF COMMUNITY ASSISTANCE. Mooresville 
Regional Office. Land use element, Oakboro, N. C. 
Tby John Kinsey. Prepared for town of Oakboro. 
Mooresville] 1978. 351 ilL 

Available from Town Clerk, Oakboro, N.C. 


- 9338 - 
DIVISION OF COMMUNITY ASSISTANCE. Mooresville 
Regional Office. Lowell housing study [by William 
M. Maskal Prepared by the Town of Lowell Planning 
Board. Mooresville, 1978] 391  ilL 
$3. 00, available from Lowell Planning Board. 


- 9339 - 
DIVISION OF COMMUNITY ASSISTANCE. Mooresville 
Regional Office. Neighborhood inventory and com- 
munity improvements program, Mouni Holly, N. C. 
[Prepared for the city of Mount Holly, North Carolina. 
Mooresville, 19777] 311. ill 


- 9340 - 

DIVISION OF COMMUNITY ASSISTANCE. North Central 
Field Office. Initial housing element, Halifax County, 
North Carolina [by Leonard E. Holden. Prepared by 
the Halifax County Planning Board, for Halifax County, 
North Carolina. Raleigh, 1978] 52p. ill 

Available at the Courthouse, Halifax, N.C. 


- 9341 - 

DIVISION OF COMMUNITY ASSISTANCE. Northeastern 
Field Office. 
Hill. [Prepared for the town of Snow Hill. Washing- 
ton] 1978. ill 

Available from Twon Hall, Snow Hill, N. C. 


- 9342 - 

DIVISION OF COMMUNITY ASSISTANCE. Northern 
Piedmont Field Office. Wilkes County, subdivision 
regulations [by Thomas A. Foxx. Prepared for 
Wilkes County, North Carolina. Winston-Salem, 
1977] 27 p. 

$3. 00, available from County Planner's Office. 


- 9343 - 

DIVISION OF COMMUNITY ASSISTANCE. Northern 
Piedmont Field Office. Wilkes County zoning ordinan- 
ce revisions [by William G. Smith. Prepared for 
Wilkes County, North Carolina. Winston-Salem] 
1977. 67 p. 

$3. CO, available from the County Planner's Office. 


- 9344 - 
DIVISION OF COMMUNITY ASSISTANCE. Raleigh 
Regional Office. The code of the town of Severn, 
North Carolina, the charter and general ofdinances of 
the town [by Michael B. Brough. Prepared by the 
town of Severn, North Carolina. Raleigh, 1978] 
unpaged. 


~ 9345 - 

DIVISION OF COMMUNITY ASSISTANCE. Raleigh 
Regional Office. Land use plan, Wayne County, 
North Carolina. [Prepared by Wayne County Planning 
Board, for Wayne County Board of Commissioners. 
Raleigh, 1978] 90p. ilL 

$2. 00. 


- 9346 - 

DIVISION OF COMMUNITY ASSISTANCE. Raleigh 
Regional Office. Subdivision regulations of the town 
of Weldon, North Carolina, [Prepared by the Weldon 
Planning Board, for the town of Weldon, North Caroli- 
na Raleigh, nd. | 441 


Housing element update, town of Snow 


NORTH CAROLINA 


- 9347 - 
DIVISION OF COMMUNITY ASSISTANCE. Raleigh 
Regional Office. Subdivision regulations, Rich 
Square, North Carolina. [Prepared by the Rich 
Square Planning Board, for the town of Rich Square, 
North Carolina. Raleigh, 1978] 40 p. 
Available from the Town Hall, Rich Square, N. C. 


- 9348 - 

DIVISION OF COMMUNITY ASSISTANCE. South Pied- 
mont Field Office. | Minimum housing code, Lowell, 
North Carolina [by William M. Maskal. Prepared 
by Town of Lowell Planning Board for the town of 
Lowell, North Carolina. Mooresville, 1978] 161 + 

$3. 00, available from Lowell Planning Board. 
9349 - 

DIVISION OF SOCIAL SERVICES. Certified day care 

Sein in North Carolina. May 1978. [Raleigh] 
p. 


- 9350 - 

DIVISION OF STATE BUDGET AND MANAGEMENT. 
Research and Planning Services. North Carolina 
municipal population; population estimates for North 
Carolina municpalities and provisional estimates for 
counties. 1976. [Raleigh] 11p. annual. 


- 9351 - 

ENERGY DIVISION. North Carolina energy conservation 
plan in response to the Federal energy policy and con- 
servation act of 1975 (Public law 94-163) and Energy 
conservation and production act of 1976 (Public law 
94-385). Rev. Raleigh, 1978. various pagings 
ill. 79-622405 

- 9352 - 
INTANGIBLES TAX DIVISION. Stock and bond values, 


including taxable percentages. 1977. Raleigh. 
103 p. 


- 9353 - 
INTER-AGENCY NATURAL GAS TASK FORCE. 
on natural gas. [Raleigh] 1975. 431 
Cover title. 79- 622403 


Report 


- 9354 - 

INTOXICATING LIQUORS TAX UNIT. Amount of beer 
(beer, lager beer, ale, porter, etc. ) and unfortified 
wine excise taxes allocated to counties and municipal- 
ities as required by general statutes 105-113. 86(p). 
1977/78, [Raleigh] 11 p. 11-643234 

Report year ends Sept. 30. 


- 9355 - 

LAWS, STATUTES, ETC. Architectural practice act 
and related statutes; regulations of the State Board. 
6th combined ed. [Raleigh] Board of Architecture, 
1977. 40p. 79-622519 


- 9356 - 
LAWS, STATUTES, ETC. Boiler and pressure vessel 
law, rules, and regulations. Raleigh, Dept. of Labor, 
1977. xi, 39 p. 79-622520 


- 9357 - 

LAWS, STATUTES, ETC. Retirement system for 
counties, cities, and towns of North Carolina. 
Raleigh, Local Government Employees' Retirement 
System, 1975. 41p. 


Printed by the Michie Co. 


NORTH CAROLINA 


- 9358 - 
LICENSING BOARD FOR CONTRACTORS. List of 
licensed general contractors. 1978, Raleigh. 
202 p. 


NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Dept. of Civil Engineering. Annual Henry W. Shaw 
Tecture series in civil engineering. Raleigh. 


- 9359 - 
13, Standardization—consensus or chaos? [by 
William T. Cavanaugh] 1978 16p. ill 
79-622245 


- $360 - 
NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
D. H. Hill Library. Handbook. Raleigh, 1978. 
40p. ill 


- 9361 - 

NORTH CAROLINA STATE UNIVERSITY AT RALEIGH. 
Dept. of Economics and Business. The cost of pro- 
ducing milk on N. C. grade A dairy farms; a report 
to the North Carolina Milk Commission. July-Dec. 
1977. Prepared [in cooperation with| the Agricultural 
Extension Service, North Carolina State University at 
Raleigh, [Raleigh] 13 p. 

- 9362 - 

SUPREME COURT. North Carolina reports. Vol. 295; 

spring and fall terms, 1978. Raleigh. xxxi, 781 p. 
On spine: White and Cochran; Appellate procedure 

rules, Mineographing Dept. procedures, bar rules. 
34- 30774 


- 9363 - 
TEACHERS' AND STATE EMPLOYEES' RETIREMENT 
SYSTEM. Your retirement system—how it works. 
Raleigh, 1975. 20 p. 


- 9364 - 
TEACHERS' AND STATE EMPLOYEES' RETIREMENT 
SYSTEM. Your retirement system—how it works. 
Raleigh, 1976. 20 p. 


- 9365 - 

TRAVEL AND TOURISM DIVISION. Tourists and the 
travel business in North Carolina during 1977, an 
economic analysis, by Lewis and Leona Copeland. 
[Raleigh] 1978. 55 p. 79-622247 


- 9366 - 

TRAVEL DEVELOPMENT SECTION. North Carolina 
travel, 1975: a billion dollar year, an economic study 
of North Carolina's travel industry in 1975, by Lewis 
and Leona Copeland. Raleigh [1975?] 15 p. 

79-622248 
- 9367 - 

UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Dept. of Health Administration. Field training 
manual, Chapel Hill] 1978.40 p. ill. 


UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute for Research in Social Science. IRSS discus- 
sion papers series. [Chapel Hill] 


- 9368 - 
3. Can society pay for altruism? Or why virtue 
must be its own reward [by] Elizabeth Martin. 
1978. 21p. ill. 79-622527 


- 9369 - 

UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. The law and the elderly in 
North Carolina [by] Lucy Strickland [and] Mason P. 
Thomas, Jr. [Chapel Hill, c1978] x, 162 P. 

9-622055 


- 9370 - 

UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL, 
Institute of Government. Legal responsibilities of 
the local zoning administrator in North Carolina, by 
Philip P. Green, Jr. [Chapel Hill] 1978. 102 p. 

79-622522 


UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. Loca! finance bulletin. 
{Chapel Hill] 


- 9371 - 
23. Utility due process: the implications of Craft 
[by] David M. Lawrence. 1978. 7p. 


- 9372 - 
UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. The 1979 county property 
tax calendar. |Chapel Hill, 1978] 8 p. 


- 9373 - 
UNIVERSITY OF NORTH CAROLINA AT CHAPEL HILL. 
Institute of Government. The 1979 municipal pro- 
perty tax calendar. [Raleigh, 1978] 4p. 


- 9374 - 
UNIVERSITY OF NORTH CAROLINA AT WILMINGTON. 


Development Office. Faculty and staff directory, 
1977-78. Wilmington, 1977?] unpaged. 
Cover title: UNC by the sea, directory, 1977-78. 


- 9375 - 
WATER RESOURCES RESEARCH INSTITUTE. Pro- 

ceedings, North Carolina Workshop on Management 
of Stormwater, Sedimentation, and Flood Control in 
Urban Areas. Co-sponsorfed] by American Public 
Works Association, N. C. Chapter [and others] 
Edited by James M. Stewart. [Raleigh, 1978] 55 p. 

Cover title: North Carolina workshop on manage- 
ment of stormwater... 

$6. 00 if prepaid, $8. 00 if billed. 


79-622249 


NORTH DAKOTA 


- 9376 - 
Proceedings. Pt. 2. 
[Grand Forks] vi, 98 p._ ill. 


ACADEMY OF SCIENCE. 
Vol. 32; 1978. 
annual 

Issued in cooperation with University of North 
Dakota and others. 
$5. 00. 


Papers 


AGRICULTURAL EXPERIMENT STATION, Fargo. 
of Agricultural Economics. 
miscellaneous report. 


Dept. 
Agricultural economics 
Fargo. 


- 9377 - 
33. Profile of the Coal Creek project construction 
work force [by] James S. Wieland and F. Larry 
Leistritz, 1978 8p. 


- 9378 - 
34. OSHA and the tarmer; joint agricultural economics, 
law research project [by] Jerome E. Johnson and 
Randall K. Hanson. 1978. 6p. 


- 9379 - 
39. Sugarbeet production costs in the Red River 
Valley, by Steven C. Hvinden and Roger G. Johnson, 
1978. 9p. 


- 9380 - 
[DEPT. OF ACCOUNTS AND PURCHASES] Central 
Personnel Division. Alphabetical listing of 
occupations. [Bismarck, nd. 3]p. 


- 9381 - 
DEPT. OF ACCOUNTS AND PURCHASES. Purchasing 
Division. Directory of contracts & buyers respon- 
sibilities. Bismarck, 1978. 17 p. 


- 9382 - 

DIVISION OF ALCOHOLISM AND DRUG ABUSE. North 
Dakota State plan for alcohol abuse and alcoholism 
prevention, treatment, and rehabilitation programs, 
1978/79. Prepared by William Sharff. Bismarck. 
viii, 388 p. ill. annual. 


- 9383 - 
DIVISION OF ALCOHOLISM AND DRUG ABUSE. North 


Dakota State plan for drug abuse prevention, treatment, . 


and rehabilitation programs. 
by William Sharff. Bismarck. 
annual, 

Cover title: Plan for drug abuse prevention pro- 
grams. 78-640708 


1978/79. Prepared 
viii, 4451p. ill. 


- 9384 - 

DIVISION OF MENTAL HEALTH AND RETARDATION 
SERVICES. North Dakota State plan for develop- 
mental disabilities services and facilities construction 
program, P,L. 91-517. 1978/79. Prepared by 
William Sharff. Bismarck. various pagings. ill 
annual, 


GAME AND FISH DEPT. Report. Bismarck. 
- 9385 - 

A-015, Pittman-Robertson Division, project 
W-67-R-17, phase C, big game investigations; 
study no, C-V: Big game browse studies, job no. 
C-V-1... job no. C-V-2...job no. C-V-3... submit- 
ted by James V. McKenzie. 1977. 62, 691 


- 9386 - 

B-275. Pittman-Robertson Division, project 
W-67-R-17, phase B, game bird investigations; 
study no. B-XIV: Examination of ruffed grouse 
populations and habitat requirements in the Turtle 
Mountains; job no. B-XIV-1... job no. B-XIV-2... 
job no, B-XIV-3... submitted by Joseph J. Wood. 
1977. 2p. 


9387 - 
GOVERNOR. Executive budget, appropriations request - 
ed and recommended. 1979/81. [Bismarck] 
iii, 801d p. + 78-626400 


9388 - 

Report... [to the] Legislative 

[Bismarck] j, 186 p. 
75-646019 


LEGISLATIV& COUNCIL. 
Assembly. 46th; 1979. 
annual, 


NORTH DAKOTA 


NORTH DAKOTA STATE UNIVERSITY, Fargo. 
cultural Engineering Dept. 


[Fargo] 


4 Agri- 
Electric farm power. 


- 9389 - 
77. Passive heating [by] Harvey Hirning [and] 
Robert Woell. 1978. [4]p. ill 


- 9390 - 
78. North Dakota power lines [by] Harvey Hirning. 
1978. [4]p. ill 


- 9391 - 

NORTH DAKOTA STATE UNIVERSITY, Fargo. Cooper- 
ative Extension Service. 4-H agronomy: crops, 
soils, weeds; unit 3, member's manual [by] Larry W. 
Mitich [and] Hugh J. McDonald. Fargo, 1977. 

33 p. ill. 


NORTH DAKOTA STATE UNIVERSITY , Fargo. Cooper- 
ative Extension Service. Identification guide to mar - 
ket grade-factors in North Dakota wheat [by] Hugh J. 
McDonald. Fargo, 1977. [3] p. 


- 9393 - 

PARKS AND RECREATION DEPT. The Old Oak Trail. 

[Mandan, n.d] unpaged. ill. 
- 9394 - 

PARKS AND RECREATION [DEPT. | Ridgeline nature 
trail, Fort Lincoln State Park. [Mandan, n. d. | 
unpaged. ill. 

- 9395 - 

PARKS AND RECREATION [DEPT.] Wildwood trail, 
Gunlogson Arboretum, Icelandic State Park. 
[Mandan, n.d. ] unpaged. ill. 


- 9396 - 
PUBLIC SERVICE COMMISSION. Reclamation and 
Plant Siting Division. Development of scientific data 
bases for the Reclamation and Siting Division of the 
North Dakota Public Service Commission. [Bismarck] 
1978. v, 161p. 


- 9397 - 
REGIONAL ENVIRONMENTAL ASSESSMENT PROGRAM. 
Land cover maps of North Dakota. [Bismarck, n.d. | 
unpaged. ill. 


- 9398 - 
SOCIAL SERVICE BOARD. Directory. 34th; 1978. 
Prepared by Rose E. Lewis. Bismarck. 40 p. 
annual, 


- 9399- 
SOCIAL SERVICE BOARD. Aging Services. 


catalog. Bismarck [1977?] vi, 58 p. 


Library 


- 9400 - 
SOCIAL SERVICES BOARD. Aging Services. 
new days, older American activities directory. 


Nodak 


1978, 


[Bismarck] 168p. ill. annual. 


9401 - 
STATE AUDITOR. Audit report, Council on Arts and 


Humanities, Fargo, North Dakota; examination for the 
years ended June 30, 1977; June 30, 1976; June 30, 
1975 [and] June 30, 1974. Bismarck [1978] 221. 


79-6224 52 


457 


NORTH DAKOTA 


- 9402 - 

STATE AUDITOR. Audit report, Department of Vet - 
erans Affairs, Fargo, North Dakota; examination for 
the period ending June 30, 1977; June 30, 1976 [and] 
June 30, 1975. Bismarck [1978] 16L 79-622446 


- 9403 - 

STATE AUDITOR. Audit report, Governor's Office, 
Bismarck, North Dakota; examination for the years 
ended June 30, 1977 [and] June 30, 1976. Bismarck 
[1978] 23 1 79-622445 


- 9404 - 

STATE AUDITOR. Audit report, Motor Vehicle Depart- 
ment, Bismarck, North Dakota; examination for the 
years ended June 30, 1977 [and] June 30, 1976. 
Bismarck [1978] 121 79-622444 


- 9405 - 

STATE AUDITOR. Audit report, North Dakota Geologi- 
cal Survey, Grand Forks, North Dakota; examination 
for the years ended June 30, 1977; June 30, 1976 
jand] June 30, 1975. Bismarck [1978] 211 

79-622442 


- 9406 - 

STATE AUDITOR. Audit report North Dakota State 
Potato Council, Grand Forks, North Dakota; examin- 
ation for the years ended June 30, 1977 [and] June 
30, 1976. Bismarck [1978] 13 1 


- 9407 - 

STATE AUDITOR. Audit report, NDSU - Bottineau 
Branch & Institute of Forestry, Bottineau, North 
Dakota; examination for the period ended June 30, 
1977 [and ] June 30, 1976. Bismarck [1978] 35 1 


- 9408 - 

STATE AUDITOR. Audit report, Nurses Scholarship 
Loan Fund, Bismarck, North Dakota; examination for 
the period ended June 30, 1977 [and] June 30, 1976. 
Bismarck [1978] 9L 


- 9409 - 
STATE AUDITOR. Audit report on employer contribu- 
tions to the Teacher's Fund for Retirement. Bis- 
marck, 1978 [6] p. 


STATE AUDITOR. Audit by School for the Blind, 
Grand Forks, North Dakota; examination for the 
period ended June 30, 1977; June 30, 1976 [and] June 
30, 1975. Bismarck [1978] 201 


- 9411 - 

STATE AUDITOR. Audit en Social Service Board, 
Bismarck, North Dakota; examination for the years 
ended June 30, 1977; June 30, 1976 [and] June 30, 1975. 
Bismarck [1978] 521. 79-622451 


- 9412 - 
STATE AUDITOR. Audit report, State Board of Vocation- 
al Education, Bismarck, North Dakota; examination 
for the years ended June 30, 1977 [and] June 30, 1976. 
Bismarck [1978] 70, i, 11 p. 79-622449 


- 9413 - 

STATE AUDITOR. Audit report, State Fire Marshal, 
Bismarck, North Dakota; examination for the years 
ended June 30, 1978 [and] June 30, 1977. Bismarck 
(1978] 191 


79-622448 


STATE AUDITOR. State Treasurer's 
Office, Bismarck, North Dakota; examination for the 
years ended June 30, 1977; June 30, 1976 fand] June 
30, 1975. Bismarck [1978] 361 79-622450 


- 9415 - 

STATE AUDITOR. Audit report, Workmen's Compen- 
sation Bureau, Bismarck, North Dakota; examination 
for the years ended June 30, 1977 [and] June 30, 1976. 
Bismarck [1978] 28 1. 79-622443 


- 9416 - 
STATE DEPT. OF HEALTH. A child's world of 
hazards. Bismarck [n.d 4]p.  ilL 


- 9417 - 

STATE LIBRARY COMMISSION. A study of library 
service in the South Central Dakota Region of North 
Dakota, prepared by the South Central Dakota Regional 
Council. Bismarck, 1978 xi, 183 p. ill 

79-622422 


- 9418 - 
STATE PLANNING DIVISION. Statewide and regiona! 
attitudes of North Dakota adults, North Dakota 100 
program, prepared by Mid-Continent Surveys, Inc. 


[Bismarck] 1978. 2v. ill 
Contents. -—v. 1. Summary of findings. ——v. 2. 
Data tables. 
- 9419 - 


TEACHERS' FUND FOR RETIREMENT. College faculty 
handbook. Bismarck [1978] 21 p. 


- 9420 - 
TEACHERS’ FUND FOR RETIREMENT. Public school 
teacher handbook, Bismarck |1978] 23 p. 


UNIVERSITY OF NORTH DAKOTA, Grand Forks. 
Bureau of Educational Research and Services. 
TReport] Grand Forks. 


- 9421 - 
9. Multi-dimensional screening device (MDSD) for 
identification of gifted/talented children, by Bella 
Kranz. 1978. 66 p. 79-622441 


- 9422 - 
UNIVERSITY OF NORTH DAKOTA, Grand Forks. 
Division of Student Affairs. Student handbook [ by 
Patricia Shirek. Grand Forks, nd.] 80p._ ill 


- 9423 - 

UNIVERSITY OF NORTH DAKOTA, Grand Forks. Pres- 
ident's Office. President's report. [Prepared in 
cooperation with Office of University Relations. 

Grand Forks, 1978] 20p. ill 


- 9424 - 
WHEAT COMMISSION. Day of bread. [Bismarck, n. d. 
3]p. il. 
- 9425 - 
WHEAT COMMISSION. Who makes the dough? 


[Bismarck, nd. 3]p. ill 


| 


OHIO 
- 9426 - 
ATTORNEY GENERAL'S OFFICE. 
in Ohio. 


The attorney general 
[Columbus, n.d.] folder. 


- 9427 - 
ATTORNEY GENERAL'S OFFICE. ERA law project. 
[Columbus, n.d.] folder. ill 
- 9428 - 
ATTORNEY GENERAL'S OFFICE. 
ERA law project. 


Not for men only, 
[Columbus, n.d. ] folder. 

- 9429 - 

Financial report, Ohio libraries, 
[Columbus] vi, 128 p. annual. 


- 9430 - 
Financial report, Ohio villages. 
[Columbus] 351 p. annual. 


- 9431 - 
BUREAU OF CRIMINAL IDENTIFICATION AND IN- 
VESTIGATION. Bureau of Criminal Identification and 
Investigation. [Columbus, n.d.] unpaged. ill. 


AUDITOR OF STATE. 
1977. 


AUDITOR OF STATE. 
1976, 


- 9432 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants ending benefit 
years, by sex, color, and county under Ohio unemploy- 
ment compensation law. 1977. Columbus. [1] 
(Its [Table] RS 218. C-3) 


- 9433 - 

BUREAU OF EMPLOYMENT SERVICES Division of 
Research and Statistics. Claimants ending benefit 
years, claimants exhausting benefit rights, and ex- 
haustion rates by sex, color, family status, and age 
group under Ohio unemployment compensation law. 
1977. Columbus. [1]1. (Its [Table] RS 218, C-2. A) 


- 9434 - 

BUREAU OF EMPLOYMENT “SERVICES Division of 
Research and Statistics. Claimants ending benefit 
years, claimants exhausting benefit rights, and ex- 
haustion rates by sex, color, family status, and de- 
pendency status under Ohio unemployment compen- 
sation law. 1977. Columbus. [1]1. (Its [Table] 
RS 218. C-2. B) 


- 9435 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants ending benefit 
years, claimants exhausting benefit rights and exhaus- 
tion rates by weekly benefit amount, sex, and depen- 
dency status under Ohio unemplcyment compensation 
law. 1977. Columbus. [1]1 (Its [Table] 

RS 218, C-2. C) a7 


- 9436 - 
BUREAU OF EMPLOYMENT SERVICES. Division of 


Research and Statistics. Claimants exhausting 
benefit rights, by sex, color, and county under Ohio 
unemployment compensation law. 1977. Columbus. 
(Its [Table] RS 218, C-4) 


- 9437 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants filing allowed 
Ohio law new claims, average weekly earnings, 
average weekly benefit, average benefit as percent of 
prior earnings, and percent receiving less than one- 
half prior earnings. 1965-77. [Columbus] 21 
(Its [Table] RS 215. Z) 


- 9438 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants newly unemploy- 
ed under Ohio unemployment compensation law, Ohio 
Bureau of Employment Services, by calendar week, in 
eight largest counties. 1977. Columbus. [1] 1 
annual, (Its [Table] RS 236. B) 


- 9439 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments and claimants exhausting benefits under 
Ohio unemployment compensation law. 1939-77. 
Columbus. [1]1 (Its [Table] RS 218. D-2) 


- 9440 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments, by sex, color, age group, and county under 
Ohio unemployment compensation law. 1977. 
[Columbus] 31. (Its [Table] RS 240. A) 


- 9441 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments, by sex, color, age group, family status, 
and formal education under Ohio unemployment 
compensation law. 1977. Columbus. [1] 
(Its [Table] RS 240. E) 


- 9442 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments, by sex, color, age group, industrial group, 
and weekly bnefit amount under Ohio unemployment 
compensation law. 1977. [Columbus] 111 
(Its [Table] RS 240. B) 


- 9443 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments, by weekly benefit amount under Ohio unem- 
ployment compensation law. 1977. [Columbus] 

41. (Its [Table] RS 240. C) 


- 9444 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants receiving first 
payments, by weekly benefit amount under Ohio 
unemployment compensation law. 1977. [Columbus] 
31 (Its [Table] RS 240. C-1) 


- 9445 - 

BUREAU OF EMPLOYMENT SERVICE. Division of 
Research and Statistics, Claimants unemployed one 
week or more under Ohio unemployment compensation 
law, Ohio Bureau of Employment Services, by calendar 
week, in eight largest counties. 1977. Columbus. 
f1]1. annual, (Its [Table] RS 236. B-1) 


- 9446 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Claimants without and with 
dependents filing allowed Ohio law new claims, average 
weekly earnings, average weekly benefit, average 
benefit as percent of prior earnings, and percent re- 
ceiving less than one-half prior earnings. 1965-77. 
[Columbus] 21. (Its [Table] RS 215. Z-2) 


; OHIO 

459 


- 9447 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims; average weekly 
earnings and weekly benefits as percent of earnings in 
higher and lower wage industries, by sex, color, and 
dependency status. 1977. Columbus. [1]1L 
(Its [Table] RS 215, H-1) 


- 9448 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics, Intrastate claimants who 
filed allowed Ohio law new claims by average weekly 
earnings in base period, sex, and dependency status. 
1977. Columbus. [1]1. (Its [Table] RS 215. A-1) 


- 9449 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims by credit weeks of 
base-period employment, family status, sex, and 
color. 1977. Columbus. [1]1 (Its [Table] 

RS 215. G) 


- 9450 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims by industry division 
and credit weeks of base-period employment. 1977. 
Columbus.  (Its[Table] RS 215. K) 


- 9451 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims by sex, race, family 
status, formal educational attainment, and industry 
division. 1977. Columbus. [1]1l (Its [Table] 

RS 215. N) a 


- 9452 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
filed allowed Ohio law new claims in calendar year 
1977, by industry division and average weekly earn- 
ings in base period. Columbus [1977? 1]L 
(Its [Table] RS 215. H) 


- 9453 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate claimants who 
Tiled Ohio law new claims by average weekly earnings 
in base period, family status, sex, andcolor. 1977. 
Columbus. [1]L (Its [Table] RS 215. G-1) 


- 9454 - 
BUREAU OF EMPLOYMENT SERVICES. 
Research and Statistics. 


Division of 

Intrastate men claimants 
who filed allowed Ohio Iaw new claims by industry and 
credit weeks of base-period employment. 1977. 
Columbus. [1] (Its [Table] RS 215. L) 


~ 9455 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate men claimants 
who filed allowed Ohio law new claims in calendar 
year 1977, by industry division and average weekly 
earnings in base period. Columbus [1977? 1] L 

(Its [Table] RS 215. I) 


- 9456 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate women claimants 
who filed allowed Ohio law new claims in calendar 
year 1977, by industry division and average weekly 
earnings in base period. Columbus [1977? 1]1L 
(Its [Table] RS 215. J) 


- 9457 - 

BUREAU OF EMPLOYMENT SERVICES. Division of 
Research and Statistics. Intrastate women claimants 
who filed allowed Ohio law new claims in calendar 
year 1977, by industry division and credit weeks of 
base-period employment. Columbus [1977? 1]1L 
(Its [Table] RS 215. M) 


- 9458 - 
BUREAU OF VOCATIONAL REHABILITATION. Reha- 
bilitacion vocacional, que es? Que es RSC? [Co- 
lumbus]} 1979. folder. ilL 


CLEVELAND STATE UNIVERSITY. Identity, ideology, 
and crisis: the Vietnam veteran intransition. Pt. 2. 
Psychosocial attributes of the veteran beyond identity: 
patterns of adjustment and future implications; a 
final report. Submitted to the Disabled American 
Veterans Association. Cleveland [1977?] 
viii, 170 p. 79-622459 

- 9460 - 

COMMISSION ON AGING. First enshrinement, Ohio 
Senior Citizens Hall of Fame. Columbus, 1978, 
unpaged. ilL 


- 9461 - 
COMMISSION ON AGING. Governor's Conference on 
Aging. 10th; 1978. Columbus. 43p. ill. annual. 


- 9462 - 
COMMISSION ON AGING. The Ohio Commission on 
Aging. [Columbus, 1977? 7]p. 


- 9463 - 
COMMISSION ON AGING. | State plan on aging, for the 


State of Ohio, for fiscal year 1979. Submitted to 
U.S. Administration on Aging. [Columbus, 1978] 
24p. + 79-622423 


- 9464 - 

COMMUNITY DEVELOPMENT DIVISION. Final report, 
development action one, East Liverpool Economic 
Development Program [by Irving Rubenstein and 
Arthur Cohen. Columbus, 1978] 101 + ill 


5 - 
1978 Ohio agricultural fair 
ill 


- 946 
DEPT. OF AGRICULTURE. 
schedule. Columbus [n. d. 


- 9466 - 

DEPT. OF EDUCATION. 1977 Martin W. Essex school 
for the gifted, investing in futures. [Columbus, 1977?] 
35 p. ill 

Issued in cooperation with Ohio State University and 
Madison County Board of Education. 


- 9467 - 
DEPT. OF EDUCATION. Standards for driver educa+ 
tion programs. Columbus, 1977. 12 p. 


- 9468 - 
DEPT. OF HIGHWAY SAFETY. 1976 Ohio fatal traffic 
accident facts. Columbus [n.d.| folder. 
~ 9469 - 
DEPT. OF HIGHWAY SAFETY. Division of Statistics. 


Ohio traffic accident facts, 1976. [Columbus, n.d. | 
24p. ill 79-622499 


- 9470 - 
DEPT. OF LIQUOR CONTROL. 1977 annual report, 
summary. [Columbus, 1977?] folder. 
- 9471 - 
DEPT. OF TRANSPORTATION. Concerned about driving 
blind on wet roads at night? Look what's new on Ohio's 
highways for 1977! [Columbus, 1977? 3]p. ill 


- 9472 - 

DEPT. OF TRANSPORTATION. Ohio, a transportation 
leader for 175 years, 1803-1978, official map. 
{[Columbus, 1978] col. map on sheet 76 x 84 cm, 
fold. to 19 x 12 cm. 

Free. 
- 9473 - 

DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. Elementary physical education is psychomotor, 
cognitive, and affective learning. Columbus, 1978. 
folder. ill 

Issued in cooperation with the Ohio Advisory 
Council for Phusical Education (K-12). 


- 9474 - 

DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. Secondary physica! education is cognitive, 
affective, and motor learning. Columbus, 1978, 
folder. ill 

Issued in cooperation with the Ohio Advisory 
Council for Physical Education (K-12), 
~ 9475 - 

DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. A self-appraisal checklist for intramurals in 
Ohio's elementary and secondary schools. [Pre- 
pared in cooperation with] the Ohio Association for 
Health, Physical Education, and Recreation. Colum- 
bus, 1978. ii, 11 p. 

- 9476 - 

DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. A self-appraisal checklist for physical 
education in Ohio's elementary schools. |Prepared 
in cooperation with] the Ohio Association for Health, 
Physical Education, and Recreation, Columbus, 
1978. ii, 11 p. 

- 9477 - 

DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. A self-appraisal checklist for physical edu- 
cation in Ohio's secondary schools. [Prepared in 
cooperation with| the Ohio Association for Health, 


Physical Education, and Recreation. Columbus, 
1978. ii, 11p. 
DIVISION OF GEOLOGICAL SURVEY. Report of 
investigations. [Columbus] 
- 9478 - 


106. Structure on the Pittsburgh (no. 8) coal in the 
Belmont field, Ohio, compiled by Richard M. 
DeLong. 
smaller, 

Issued in envelope. 


1978. maps on sheets 90 x 93 cm or 


- 9479 - 
DIVISION OF LANDS AND SOIL. A general soil map of 
Adams County, a generalized county map showing 
major soil areas, including a description of their 
physical characteristics [by N. A McLoda. Columbus, 
1978] col. map on sheet 51x 43 cm. fold. to 15x 
26 cm. 


- 9480 - 

DIVISION OF MENTAL HEALTH. Office of Program 
Evaluation and Research. Mental hospital effective- 
ness evaluation project [by] James A. King, William 
A. Muraco [and] Karl.O. Vezner. [Columbus] 1977. 
various pagings. ill. 79-622425 


- 9481 - 
[DIVISION OF PARKS AND REC REATION] Ohio State 
parks; Barkcamp. [Columbus, nd.] folder. ill 


- 9482 - 
DIVISION OF PARKS AND RECREATION. 
parks; campsite reservations. 
folder. 


Ohio State 
[Columbus, n, d. } 


- 9483 - 
DIVISION OF PARKS AND RECREATION. Ohio State 
parks, discover Ohio, naturally! (Columbus, n.d. | 
folder. ill. 


- 9484 - 
[DIVISION OF PARKS AND RECEREATION] Ohio State 
parks; Hocking Hills. [Columbus, nd.]| folder. ill 


- 9485 - 
[DIVISION OF PARKS AND RECREATION] Ohio State 
parks; Muskingum River Parkway. [Columbus, n.d. ] 


folder. ill. 
- 9486 - 
DIVISION OF PARKS AND RECREATION. Ohio State 
parks; rent-a-camp. [Columbus, nd.] folder. ill 


- 9487 - 
DIVISION OF WATER. Ground water resources of 
Ashtabula County, by Glenn W. Hartzell. Columbus, 
1978. col. map on sheet 117 x 70 cm. 


- 9488 - 
DIVISION OF WILDLIFE. Pleasant Hill Resevoir. 
{Columbus, n.d.] map on sheet 28 x 43 cm, 


DIVISION OF WILDLIFE. Publication. [Columbus] 

- 9489 - 

15. 76-77 Ohio licensed shooting preserves, 

In.d. 8] p. ill. 

- 9490 - 

71. Job description - game protector. 2] p. 
- 9491 - 

77. Fishing & hunting areas. [n.d.] folder. ill, 
- 9492 - 

115, Trapping in Ohio. 1978. 58p. 
- 9493 - 

253. Bresler resevoir, [n.d 4]p. ill 


9494 - 
261. Mosquito Lake fishing. [nd 4]p. ill 


- 9495 - 

280. Grand Lake St. Marys. 4]p. 

- 9496 - 

320. Olentangy Wildlife Experiment Station. [n.d 

2|)p. il. 

- 9497 - 

The Ohio Ethics Commission, 

[Columbus, 
79-622458 


ETHICS COMMISSION. 
1974-1978, four years in perspective. 
1978] 16p. 


- 9498 - 
HEARING AID DEALERS AND FITTERS LICENSING 


BOARD. Ohio hearing aid dealers and fitters roster. 
Aug. 1978. Columbus. 29 p. 
- 9499 - 

OFFICE OF BUDGET AND MANAGEMENT. Executive 
budget. 1979/81. [Columbus] various pagings. 
biennial 

Report period ends June 30. 75- 643672 
- 9500 - 
OHIO STATE UNIVERSITY, Columbus. Hospitals. 


Annual report. 
On cover: 


1977. [Columbus] 18p. iL 


Target: cancer. 


- 9501 - 

REHABILITATION SERVICES COMMISSION. An em- 
ployer's guide to on the job training programs for 
disabled persons. Columbus, 1978. [{6|p. 

Issued in cooperation with the Governor's Commit- 
tee on Employment of the Handicanped. 


- 950 
STATE LIBRARY, Columbus. Academic library rank- 
ings and statistics, 1977 rankings of academic libraries 
and statistics arranged by type of institution, location 
in state, and participation in cooperatives and consor- 
tia. Columbus [n.d.| 109 p. 79-622596 


- 9503 - 

STATE LIBARARY, Columbus. Ohio documents class- 
ification scheme, compiled by Joanne Tortoriello, 
Susan Correa, and Jean Sears. ist rev. Columbus, 
1978. various pagings. 


- 9504 - 

STATE LIBRARY, Columbus. Rankings and detailed 
statistics of Ohio public libraries, 1977 statistics of 
public libraries re-arranged from the form in which 
they appear in the 1978 Ohio directory of libraries 
and detailed statistics. Columbus [1978? | 


39, A52, B26, C26, D14 p. 79-622424 


- 9505 - 
STUDENT LOAN COMMISSION. 


Annual report. 
16th; 1977. Columbus. 


iv, 113 p. ill 74-632996 


OKLAHOMA 


- 9506 - 
ADULT EDUCATION SECTION. Oklahoma adult basic 
education handbook. [Oklahoma City] 1978. 285 p. 


AGRICULTURAL EXPERIMENT STATION, Stillwater. 
Bulletin. 


[Stillwater | 


738. Job creation in Galen by new and expanded 
manufacturing plants 1963 through 1975 [by M. 
Gale Blalcok andGerald A. Doekson] 1978. 28 p. 
ill. 79-622391 
ARCHEOLOGICAL SURVEY. 
survey report. Norman. 


Archeological resource 


- 9508 - 
7. Archeological resources of Black Mesa State 
Park, Cimarron County, Oklahoma, by Roger S& 


Saunders. 1978. vi, ilL 79-622395 
ARCHEOLOGICAL SURVEY. Studies in Oklahoma's 
past. Norman. 


- 9509 - 

3. Archeological investigations at the Sallee G. site 
(34- Pu-99), Pushmataha County, Oklahoma, by 
Sheila J. Bobalik and Lois E. Sanders. Submitted 
to the Corps of Engineers, Tulsa District. 1978. 
ix, 281 ilL 79-622454 


- 9510 - 
DEPT. OF ECONOMIC AND COMMUNITY AFFAIRS. 
CETA and you, CETA-worker (trainee) handbook. 
[Oklahoma City, n.d.] folder. 


- 9511 - 

DEPT. OF ECONOMIC AND COMMUNITY AFFAIRS. 
CETA, Comprhensive employment training act of 
1973, how it works for you! [Oklahoma City, n.d. ] 
14p. ilL 

- 9512 - 


DEPT. OF ECONOMIC AND COMMUNITY AFFAIRS. 
OJT, on the job training, training dollars for private 
business and industry. [Oklahoma City, nd. | 


- 9513 - 
DEPT. OF ENERGY. A modern day parable of the 20 
measures of oil, by Wayne E. Swearingen and Warren 
H. Schmidt. [Oklahoma City]c1977. 5p. 


- 9514 - 
DEPT. OF ENERGY. Thermal efficiency standards for 
Oklahoma. {Oklahoma City, nd.! folder. 


DEPT. OF INSTITUTIONS, SOCIAL, AND REHABILITA- 

TIVE SERVICES. Pubflication. Oklahoma City | 

- 9515 - 

74-45. Oklahoma Library for the Blind and Physically 

Handicapped. [n.d.] folder. 
- 9516 - 

78-11. A chance for troubled teenagers, Oklahoma 
training schools for delinquent youth. [n.d. | 
folder. 

- 9517 - 
Protection for the elderly. 
- 9518 - 
78-14. To help children in need, an innovative 
program, Lloyd E. Rader Children's Diagnostic and 
Evaluation Center, Sand Springs, Oklahoma. 
nd.j folder. ill. 


78- 13. [19772] folder. 


- 9519 - 
These houses are homes. 


78-21. 


folder. 


- 9520 - 
78-30. DISRS home maintenance services, aides for 
persons with special needs. [n.d.] folder. ill 


- 9521 - 

DEPT. OF INSTITUTIONS, SOCIAL, AND REHABILITA- 
TIVE SERVICES. Rehabilitative and Visual Services 
Division. Field test of a services outcome measure- 
ment form: client change, monograph III [by] W. J. 
Westerheide, Lowell Lenhart [and] M. Clinton Miller, 
Ii. Oklahoma City, 1975. various pagings. ill 


- 9522 - 
Annual report and directory of 


DEPT. OF LIBRARIES. 


Oklahoma libraries. 1976/77. Oklahoma City. 
113 p. ill. 73-645378 
Report year ends June 30. 
- 9523 - 
DEPT. OF LIBRARIES. From Carnegie. [Oklahoma 
City, folder. ill 
9524 - 


DEPT. OF LIBRARIES Impact of State aid on public 


libraries in Oklahoma. [Oklahoma City, n.d. 8] p. 
79-622393 
- 9525 - 
DEPT. OF LIBRARIES. More films; supplement no. 1. 
[Oklahoma City]1977. 9 p. 
- 9526 - 


DEPT. OF LIBRARIES. Archives and Records Division. 
Biennial report. 1975/77. |Oklahoma City! folder. 


~ 9527 - 

DEPT. OF PUBLIC SAFETY. Oklahoma driver examin- 

er. [Oklahoma City, nd.] folder. ill. 
- 9528 - 

DEPT. OF TRANSPORTATION. Oklahoma, 1978 map. 
{Oklahoma City, n.d. ] col. map on sheet 46 x 84 cm. 
fold. to 23 x 10 cm. 

Free. 


- 9529 - 
DEPT. OF TRANSPORTATION. Planning Division. 
Oklahoma State rail plan. [Oklahoma City] 1978. 


3v. ill 
Contents. —-v. 1. Statewide rail system. —v. 2. 
Special study lines. ——-v. 3. Technical appendix. 
79- 622396 
- 9530 - 


DEPT. OF TRANSPORTATION. Research and Develop- 
ment Division. Bridge deck rehabilitation, Pt. 1, 
TMethods and materials] by Phillip M. Ward. Okla- 
homa City, 1977. iii, 53p. ilL 

FHWA-OK-78-71-04- 1. 


- 9531 - 
DEPT. OF VOCATIONAL AND TECHNICAL EDUCATION. 
Distributive Education Division. Marketing and 


distributive education in the USA and Oklahoma [pre- 
pared in cooperation with Distributive Education 
Clubs of America, Oklahoma City, nd. 


3] p. 


- 


OKLAHOMA 


~ 9532 - 
DEPT. OF WILDLIFE CONSERVATION. 
Oklahoma City [n.d.] folder. 


- 9533 - 
DEPT. OF WILDLIFE CONSERVATION. 1977-78 


Oklahoma waterfowl hunting regulations. Oklahoma 
City [n.d.] folder. 


Fishing facts. 


- 9534 - 
DEPT. OF WILDLIFE CONSERVATION. 1978 Okla- 
homa fishing regulations. Oklahoma City [n. d. ] 
folder. 


- 9535 - 
DIVISION OF TOURISM PROMOTION. Oklahoma and the 
cowboy. [Oklahoma City, folder. ill 


- 9536 - 
EMPLOYMENT SECURITY DIVISION. Research and 
Planning Division, Occupational wage survey, 
1977. [Prepared by Kenneth 


Northeastern area. 
Duncan and June Wilson. Oklahoma City] 7 p. 
A59-9584 


- 9537 - 
GEOLOGICAL SURVEY. List of publications. Norman, 


1978. unpaged. 


GOVERNOR'S COMMISSION ON THE STATUS OF WOME? . 
The representation of women to appointive positions 
on and within Oklahoma agencies, boards, commis- 
sions, and departments based on the 1975 Directory of 
Oklahoma; a report. [Oklahoma City] 1976. unpaged. 
79-622394 


GOVERNOR'S COMMISSION ON THE STATUS OF WOMEN. 
The representation of women to appointive positions 
on and within the Oklahoma State system of higher 
education, the State Department of Education, and the 
State Department of Vocational and Technical Educa- 
tion based on the 1975 Directory of Oklahoma; a 
report. [Oklahoma City] 1976. 


GOVERNOR'S COMMISSION ON THE STATUS OF WOMED. 
Summary: report on the representation of women to 
appointive positions on State boards and commissions, 
by Jan Dreiling. [Oklahoma City] 1978 4L 


- 9541 - 

HIGHWAY SAFETY OFFICE. An omnibus survey of the 
attitudes of Oklahoma drivers on selected highway 
safety issues, prepared by Thomas G. Keilhorn. 
[Oklahoma City] 1978. iii, 148, 9 p. 

- 9542 - 

HIGHWAY SAFETY OFFICE. Report to the people. 

1977/78. [Oklahoma City] 19p. ill annual. 


- 9543 - 

HISTORICAL SOCIETY. Historic conservation handbook, 
{Prepared in cooperation with the Oklahoma Preserva- 
tion Review Commission. Oklahoma City, n.d. | 
36 p. ill 


- 9544 - 


HISTORICAL SOCIETY. The Oklahoma reader. 


[Okla- 
homa City, nd. 4]p. 


- 9545 - 
HISTORICAL SOCIETY. The Oklahoma reader, pioneer 
homes. [Oklahoma City, nd. 4]p. ill 


- 9546 - 
INSURANCE DEPT. Oklahoma automobile insurance 
guide "to help you." 4th ed. [Oklahoma City] 1978. 
10 p. 
- 9547 - 
INSURANCE DEPT. Oklahoma homeowazers insurance 
guide "to help you." 5th ed. {Oklahoma City] 1978. 
8p. + 


INSURANCE DEPT. Puzsied? Accident, health, life; 
a consumers guide to a better understanding of life, 
accident, and health insurance policies. [2d ed. 
Oklahoma City, 1978] 8 p. 

~ 9549 - 

Co- 
operative Extension Service. The energy event in 
your field. Stillwater, nd.] folder. ill 

Issued in cooperation with the Oklahoma Dept. of 
Energy. 


OKLAHOMA STATE UNIVERSITY, Stillwater. Co- 
operative Extension Service. The energy event in 
your home. Stillwater, nd.] folder. ill. 

Issued in cooperation with the Oklahoma Dept. of 
Energy. 


OKLAHOMA STATE UNIVERSITY, Stillwater. Co- 
operative Extension Service. The energy event in- 
volves the family. Stillwater, nd.] folder. ill 

Issued in cooperation with the Oklahoma Dept. of 
Energy. 


OKLAHOMA STATE UNIVERSITY, Stillwater. Dept. of 
Agricultural Economics. Oklahoma looseleaf enter- 
prise record book. [Stillwater, nd.] unpaged. 

Issued in cooperation with Dept. of Vocational and 
Technical Education. 


~ 9553 - 
STATE DEPT. OF EDUCATION. 


Annual report. 
1977/78. 


[Oklahoma City] 310p. ill. 76-621961 
- 9554 - 


STATE DEPT. OF EDUCATION. Goals for the middle 
1970's. Oklahoma City [n.d.| folder. 


- 9555 - 
STATE DEPT. OF EDUCATION. 
homa City, nd.] 12p. 


- 9556 - 
STATE DEPT. OF EDUCATION. School guidance 
programs in Oklahoma; minimum criteria. 
{Oklahoma City, nd.] folder. 


Report card. [Okla- 


STATE DEPT. OF EDUCATION. Curriculum Section. 
A bouquet of reading activities, pick an idea; a guide 
for teachers to motivate students toward improved 
reading, K-12, prepared by the State Committee for 
Reading Activities and members of the Oklahoma 
Reading Council [in cooperation with] Curriculum 
Improvement Commission. [Oklahoma City] 1975. 
x, 106p. ilL 


~ 9558 - 

STATE DEPT. OF EDUCATION. Curriculum Section 
The improvement of science instruction in Oklahoma 
(K-12), prepared by the State Science Committee of 
the Curriculum Improvement Commission and Larry 
McKinney. [Oklahoma City] 1978 iv, 78p. 


STATE DEPT. OF EDUCATION Curriculum Section. 
Oklahoma in the world, prepared by the State Foreign 
Language Curriculum Committee and the Oklahoma 
Curriculum Improvement Commission. [Oklahoma 
City] 1977. v, 73p. ill 


STATE DEPT. OF EDUCATION. Curriculum Section 
Physical education , a recommended program in 
grades 1-6, adapted and distributed by Harvey Tedford. 
[Prepared by] Curriculum Improvement Commission, 
Oklahoma City, 1977. iv, 26p. iL 


STATE DEPT. OF EDUCATION. Curriculum Section. 
Pride in Oklahoma and our heritage in American [sic | 
prepared by the Oklahoma Heritage Committee of the 
Oklahoma Curriculum Improvement Commission, in 
cooperation with Tourism and Recreation Dept. 
[Oklahoma City] 1976. v, 88p. 


STATE DEPT. OF EDUCA TION. Curriculum Section. 
Reading, K-12, prepared by the State Reading Com- 
mittee of the Oklahoma Curriculum Improvement 
Commission and Sarah Webb. [Oklahoma City] 1975. 
iv, 70p. 


STATE DEPT. OF EDUCATION. Division of Instruction. 
Metric measurement, a handbook for elementary 
teachers and administrators, prepared by a committee 
of Oklahoma Educators. [Oklahoma City, 1977] 

iv, 68p. 


- 9564 - 

STATE DEPT. OF EDUCATION. Library Resources 
Section. Final report, library media inservice train- 
ing [by] Ame A. Gorena [and] Rosemary Root. 
Oklahoma City/1978] ix, 609 p. ilL 


- 9565 - 
STATE DEPT. OF EDUCATION. Transportation Section 
School bus driver manual, safely transporting our 


most precious cargo. {Oklahoma City, nd. | 

iv, 79 p. ilL 
- 9566 - 

STATE DEPT. OF MENTAL HEALTH. | State plan for 
comprehensive mental health services, annual review 
and progress reports for participation under Public 
law 94-63. 1978/79. [Prepared by Ina J. Javellas, 
Don K. Lange, and Shirley Reed Browning. Okla- 
homa City] iv, 71p. ill 


- 9567 - 


STATE REGENTS FOR HIGHER EDUCATION. Health 


careers opportunity program, [Oklahoma City, n.d. ] 
folder. 


- 9568 - 
STATE REGENTS FOR HIGHER EDUCATION. Operating 
budget needs of the Oklahoma State system of higher 


education. 1979/80. Oklahoma City. 163 p. ill 
annual, 
- 9569 - 
TOURISM AND RECREATION DEPT. Annual report. 
1977/78. [Oklahoma City] 16p. ill 78-640612 


- 9570 - 
TURNPIKE AUTHORITY. Annual report. 25th; 1978. 
Oklahoma City, Benham-Blair & Affiliates, Inc. 
2, 34, 21L ilL 


- 9571 - 

TURNPIKE COMMISSION. Oklahoma turnpikes, 
[Oklahoma City, 1977] col. map on sheet 47 x 77 cm, 
fold to 24 x 10 cm. 

Free. 


- 9572 - 
UNIVERSITY OF OKLAHOMA, Norman. Dept. of 
International Training Programs. Colima, a guide to 
fiesta country [by] Juan Oseguera Velazquez. Trans- 


lated by Richard H. Hancock. [Norman, a hy 
91p. ill 79-622080 


- 9573 - 

UNIVERSITY OF OKLAHOMA, Norman. Stovall Museum 
of Science and History. Storage techniques for the 
conservation of collections, by Candace S. Greene. 
[Norman] 1977. 20p. ill (Oklahoma Museum 
Association, Bulletin no. 8) 


OREGON 


- 9574 - 
BUREAU OF LABOR. The best is yet to be? Facts and 
feelings about retirement in Oregon, a research in- 
quiry. [Salem]1978. 145p. ill 79-622244 


- 9575 - 
DEPT. OF ECONOMIC DEVELOPMENT. Intergovern- 
mental Relations Division. Starting a new small 

business. [Portland, n.d. 3] p. 


- 9576 - 
DEPT. OF ENERGY. Energy management in State 


buildings; annual report. ist; 1978. [Salem] 
9, A2p. ill 


- 9577 - 
DEPT. OF ENERGY. Industrial energy consumption 
studies, Pt. 1. The aluminum industry [by] Hussein 
Hassoun. Salem, 1978. 110p._ ill 79-622416 


- 9578 - 
DEPT. OF REVENUE. Information for Oregon employ- 
ers. [Salem, nd] 38p. ill 


- 9579 - 
DEPT. OF REVENUE. Assessment and Appraisal 


Division. The cost approach to value, a self-instruc- 
tional course for assessors and appraisers. Rev. 
[Salem ]} 1977. 


101p. ill. 


- 9580 - 

DEPT. OF TRANSPORTATION. North Tigard inter - 
change, South Tigard interchange, final environmental 
impact statement, Pacific Highway - Interstate 5; 
Clackamas, Multnomah, and Washington Counties. 
[Salem, 1978] 2v. ill 

Contents. —v. 1. Summary. —v. 2. Technical 
reports. 


- 9581 - 

EDUCATIONAL COORDINATING COMMISSION. Oregon 
elementary and secondary school costs in selected 
pupil categories. [n.p.| The Pringle Co., 1978. 
86, A6 p. 79-622388 


- 9582 - 
EXECUTIVE DEPT. Budget and Management Division. 
Governor's budget recommendations, 1979-1981, 
Submitted to the 60th Legislative Assembly. Salem, 
1979. various pagings. ill. 79-622250 


- 9583 - 
EXECUTIVE DEPT. Intergovernmental Relations 
Division. 1978 handbook of State programs for local 
governments, addendum. Salem [1978] 22 p. 


- 9584 - 
EXECUTIVE DEPT. Intergovernmental Relations 
Division. 1978 permit inventory of State requirements 
for developers/or activities on specific sites. 
Salem [n.d.] 18p. + 


79-622417 
- 9585 - 
EXECUTIVE DEPT. Personnel Division. Compensation 
Services. Salary survey report. [Salem] 1977. 
39 p. 


9586 - 


GOVERNOR'S COMMISSION ON YOUTH. Children count, 
Salem [1978] 17 p. 79-622389 


- 9587 - 
GOVERNOR'S TASK FORCE ON JUVENILE CORREC- 


TIONS. Report. Vol. 1. Recommendations for 
Oregon's juvenile justice system. Salem, 1978. 
xii, 307 p. ill. 79-622200 


- 9588 - 
GOVERNOR'S TASK FORCE ON JUVENILE CORREC- 
TIONS. Report. Vol.2. Statistical survey of 


Oregon's juvenile justice system. Salem, 1978, 
viii, 93 p. ill. 79-622201 
- 9589 - 
HIGHWAY DIVISION. Traffic Section. 1977 traffic 


flow map. Prepared in cooperation with Federal 
Highway Administration. [Salem, 1977?] col. maps 
on sheet 49 x 63 cm. 

- 9590 - 

LAW ENFORCEMENT COUNCIL. Planning and Data 
Analysis Unit. A demographic analysis of juveniles 
with and without subsequent referrals to the Marion 
County Juvenile Department in 1974 and 1975. [Salem] 
1977. 181. 

Cover title: A technical report on a demographic. .. 


- 9591 - 
LEGISLATIVE ASSEMBLY. Joint Interim Task Force on 
Sunset Review. Final report. Salem, 1978. 8 p. 


OREGON 
4 
. 
| 
| 
\ 
| 
| 
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OREGON 


- 9592 - 

PORTLAND STATE UNIVERSITY. Center for Population 
Research and Census. Supplement to certificate of 
population enumerations and estimates of counties ani 
incorporated cities of Oregon, July 1, 1977. Portland, 


1977, 21 


- 9593 - 
PORTLAND STATE UNIVERSITY. School of Urban 
Affairs. Youth unemplyment: the nature of the 


[Portland] 1977. 


- 9594 - 
{PUBLIC UTILITY COMMISSIONER] Cooperatives. 
municipalities & people's utility districts. June 1978. 
[Salem] 41 


Planning Team. 75 p. 79-622415 


- 9595 - 
PUBLIC UTILITY COMMISSIONER. 


Railroad accidents 


in Oregon; statistics, summary and analysis. 1977. 
[Salem] iii, 37 p. ill annual. 
- 9596 - 

STATE BAR. Committee on Continuing Legal Education. 
Oregon civil pleading and practice. [2ded. Salem, 
c1978] 3v. 78-65912 

- 9597 - 


STATE COMMUNITY SERVICES PROGRAM. Social 
accounting for Oregon; 1978 socio-economic indicators, 
produced by Don C. Kohl. Salem [1978] viii, 416 p. 
ill. 79-6224 57 


- 9598 - 

STATE DEPT. OF FISH AND WILDLIFE. 1978 
Oregon game mammal general regulations; effective 
July 1, 1978 through June 30, 1979. Portland [n. d. ] 
40p. ill 


- 9599 - 
STATE LIBRARY, Salem. Directory and statistics of 
Oregon libraries. 1977/78. [Salem] 94 p. 
E39- 173 


- 9600 - 
STATE TEXTBOOK COMMISSIOV. List of State-adopted 
basal textbooks for business education, driver educa- 
tion, foreign languages, health, mathematics, and 


science. Salem, 1978. various pagings. 
- 9601 - 
TASK FORCE ON FIRE CAUSE AND ARSON INVESTI- 
GATION. Report no. 1. Salem, 1978 v, 46p. 


ill. 
Task force created by Executive order no. EO-77-8, 
February 25, 1977. 79-622243 


- 9602 - 
TRAVEL INFORMATION SECTION. Oregon bike routes. 


[Salem, nd.] folder. ilL 


- 9603 - 
TRAVEL INFORMATION SECTION. 
Salem [1977?] folder. ill 


Oregon parks. 


- 9604 - 
TRAVEL INFORMATION SECTION. 
Salem [nd.] folder. ill, 


Oregon parks. 


UNIVERSITY OF OREGON, Eugene. 


UNIVERSITY OF OREGON, Eugene. 


- 9605 - 


TRAVEL INFORMATION SECTION. Oregon rocks, 


fossils, minerals [and] where to find them. [Salem, 
nd] folder. ilL 


- 9606 - 
Bureau of Govern- 
mental Research and Serve. Oregon population 
shifts in the 1970's [by Karen M. Seidel. Eugene ] 
1978. 24p. ill. 79-622390 


- 9607 - 


UNIVERSITY OF OREGON, Eugene. Dept. of Biology. 


Thiram use in reforestation of Douglas-fir: effects on 
animal browsing and treeplanter health; a student- 
originated studies project. Eugene, 1976. 
ill. 


ix, 92 p. 


Graduate School of 
Technical 


Management. Dept. of Management. 
report, Eugene. 


- 9608 - 

15. The measurement of organizational commitment: 
a progress report [by] Richard T. Mowday, 
Richard M. Steers [and] Lyman W. Porter. 

1978. 461 


- 9609 - 


VITAL STATISTICS SECTION. Oregon vital statistics 


[Portland, 1977?] unpaged. 


county data, 1977. 
79-622198 


- 9610 - 

WORKERS' COMPENSATION DEPT. Accident Prevention 
Division. 1977 Oregon industrial fatalities. [Salem, 
1977? 3)p. 


PENNSYLVANIA 


- 9611 - 

BICENTENNIAL COMMISSION. Pennsylvania landmarks 
of the Revolution, a bicentennial guidebook for visitors, 
by John B. B. Trussel, Jr. Maps by Roy Saum. 
[Harrisburg, nd.] 57p. ilL 

Issued in cooperation with the Historical and Museum 
Commission and the Dept. of Transportation. 


- 9612 - 

BUREAU OF ACADEMIC PROGRAMS. More from 
PaCBTE, inventories of specialized competencies. 
Samuel B. Craig, Jr., editor. [Harrisburg] 1978. 
x, 157 p. 


- 9613 - 
BUREAU OF CHILD WELFARE. Interstate - intercounty 
placement of children, report. 1975. [Harrisburg] 
12 p. 74-640059 


- 9614 - 
BUREAU OF COMMUNITY ENVIRONMENTAL CONTROL, 
Division of Food and Water Protection. Emergency 
tank truck water hauling. Harrisburg, 1978. 2 p. 


BUREAU OF COMMUNITY PLANNING. Planni 
Services Division. Planning series. [Harrisburg] 


- 9615 - 
5. The zoning ordinance, prepared by Dante C. 
Accurti. 1978. 20p. 


ployment 
466 


~ 9616 - 

BUREAU OF CURRICULUM SERVICES. Senior high 
school graduation requirements, compiled by Robert 

[Harrisburg, 1978] unpaged. ill 


Revicki. 


- 9617 - 

BUREAU OF CURRICULUM SERVICES. Division of 
Communications. Piacere di fare tua conoscenza 
(happy to meet you), prepared by Robert C. Melzi. 
Edited by Louisette Logan [and] Fannetta N. Gordon. 
[Harrisburg] 1978. v, 14p. ill 


BUREAU OF EMPLOYMENT SECURITY. Research and 
Statistics Division. Statistical data sheet. [Harris- 
burg] 


- 9618 - 
243. Number of payments, gross disbursements, for 
unemployment compensation in Pennsylvania, by 
county, during fiscal year 1977. 1977. 3p. 


~ 9619 - 

244. Number of payments and net disbursements for 
unemployment compensation in Pennsylvania, by 
district and local office, during fiscal year 1977. 
1978. 4p. 


- 9620 - 

245. Number of gross payments and disbursements for 
unemployment compensation programs in Pennsyl- 
vania, by county, during calendar year 1977. 1978. 
3 p. 


~ 9621 - 

246. Number of payments and gross disbursements 
for unemployment compensation in Pennsyvania, by 
district and local office, during calendar year 1977. 
1978. 3p. 


- 9622 - 
251. Number of payments and gross disbursements 
for unemployment compensation in Pennsylvania, 
by district and local office, during fiscal year 1978. 
1978. 3p. 


- 9623 - 

BUREAU OF FORESTRY. The Gallitzin State Forest 
public use map; located in Indiana, Cambria, northern 
Bedford, and northern Somerset Counties. Harris- 
burg [n.d.] folder. ilL 


- 9624 - 
BUREAU OF FORESTRY. The Sproul State Forest 
public use map; located in Clinton and Centre Counties, 
Harrisburg [1978] folder. ill. 


- 9625 - 

BUREAU OF FORESTRY. The Susquehannock State 
Forest public use map; located in McKean, Potter, 
Cameron, and Clinton Counties. Harrisburg [1977?] 
folder. 


- 9626 - 

BUREAU OF FORESTRY. The Weiser State Forest 
public use map; located in Dauphin, Schuykill, Carbon, 
Berks, and Lebanon Counties. Harrisburg [n. d. ] 
folder. ill. 


BUREAU OF HEALTH DATA SYSTEMS. Division of 
Systems Development. Special report. Harris- 
burg. 


- 9627 - 
26. Marriage and divorce statistics. 
vi, 38p. il, annual. 


- 9628 - 

BUREAU OF TRANSPORTATION PLANNING STATISTICS. 
General highway map|s|... Pennsylvania, prepared in 
cooperation with the Federal Highway Administration. 
Harrisburg. col. maps on sheets 91 x 124 cm. 

Available from Penndot Publication Sales, Bldg. 33, 
Harrisburg International Airport, Middletown, Pa. 
17120. 


1976, 
73-645270 


07. Blair County. 1975, c1976. 

11, Cambria County. 1975, c1976. 

14. Centre County. 1977, c1978. 2 sheets. 
Clearfield County. 1977, c1978, 
Delaware County. 1977, c1978. 
Somerset County. 1977, c1978. 
Tioga County. 1977, c1978. 
Westmoreland County. 1977, c1978. 
York County. 1975, c1976. 


- 9629 - 

BUREAU OF TRANSPORTATION PLANNING STATISTICS, 
Mileage by county of the State highway system, by 
location in township, boroughs, and cities. [Harris- 
burg] 1978 41 


2 sheets. 


- 9630 - 

BUREAU OF TRANSPORTATION PLANNING STATISTICS. 
Traffic volume map[s}... Pennsylvania, prepared in 
cooperation with the Federal Highway Administration. 
[Harrisburg] maps on sheets 108 x 112 cm or smaller. 


4-22. Dauphin County. 
4-67. Philadelphia. 


1975, 

1975. 

- 9631 - 

COMMISSION FOR WOMEN. Employment discriminatior: 
how do you know when it's happening to you? 
Harrisburg [n.d.] folder. 

9632 - 

COMMISSION FOR WOMEN. The homemaker's job 
hunting guide; a woman's resource guide [by Kathy 
Clayton and Andrea Fincke] Harrisburg, 1978. 

i, 14p. 
- 9633 - 

CROP REPORTING SERVICE. Pennsylvania farm fuel 
survey, 1977. Harrisburg [1977?] ii, 22, 8a p. 

79-622492 
- 9634 - 


CROP REPORTING SERVICE. Pennsylvania's machinery 
custom rates. 1978 [By William J. Sedlak] 
Harrisburg. [3]p. 

DEPT. OF COMMERCE. Bureau of Statistics, Research, 
and Planning. Pennsylvania industrial census series. 


Release. [Harrisburg] 


- 9635 - 
U-5-76. Statistics for sewer authorities in Pennsyl- 
vania. 1976. [By Statistics Division, Utility 
Section] 16 p. annual. 
Free. 


74-643221 


PENNSYLVANIA 


DEPT. OF COMMERCE. Bureau of Statistics, Research, 
and Planning. Pennsylvania public utility census 
series. Release. [Harrisburg] 


- 9636 - 
U-2-76, Statistics for gas utilities in Pennsylvania. 
1976. [By Statistics Division, Utility Section] 
iv, 5p. annual. 


Free. 73-647214 


- 9637 - 

U-3-77. Statistics for telephone companies in Penn- 
sylvania. 1977. [By Statistics Division, Utility 
Section] 6p. annual. 

Free. 74-644852 


DEPT. OF COMMERCE. Bureau of Statistics, Research, 
and Planning. [Release] Harrisburg. 


R-2-78. Summary of industrial revenue bonds & 
mortgage loans. 1977. Janet Cherry, editor. 
49 p. annual. 

Cover title: Industrial & commercial revenue 
bonds and morgages, annual summary of loans, 
1977 no. 9. 75-644145 

- 9639 - 

DEPT. OF COMMUNITY AFFAIRS. An element of the 
Montgomery County comprehensive plan, commuter 
rail extension plan, 1978. Norristown, Montgomery 
County Planning Commission [1978] various pagings. 
ill. 

- 9640 - 

DEPT. OF COMMUNITY AFFAIRS. Partnerships for 
neighborhood preservation: a citizens’ handbook, 
by Rick Cohen. Hoboken, N.J., Rick Cohen and As- 
sociates, 1978. vii, 200 p. 79-622460 

- 9641 - 

DEPT. OF COMMUNITY AFFAIRS. Bureau of Human 
Resources. Wood heat in a residential energy con- 
servation program; resource materials. [Harrisburg] 
1978. unpaged. ill. 


- 9642 - 
DEPT. OF EDUCATION. Bureau of Information Systems. 


Division of Research. Research Coordinating Unit. 
Pennsylvania's abstracts of research and related ma- 
terials in vocational education. [Harrisburg] 1977. 
v, 39 p. 


9643 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Map of 
Buchanan State Forest, located in Fulton, Bedford, 
and Franklin Counties. Harrisburg [n.d.] folder. 
ill. 

- 9644 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Map of 
Kittanning State Forest and Cook Forest Park, 
located in Jefferson, Forest, and Clarion Counties. 
Harrisburg [n.d.] folder. ill, 


- 9645 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Office of 
Resources Management. Map of the Bald Eagle and 
Tiadaghton State Forests, located in Union, Clinton, 
Centre, and Lycoming Counties. Harrisburg [n. d. } 
folder. ill. 


- 9646 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Office of 
Resources Management. Map of the Delaware State 
Forest, located in Pike and Monroe Counties. Harris- 
burg [n.d.] folder. ill. 


- 9647 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Office of 
Resources Management. Map of the Michaux State 
Forest, located in Adams, Cumberland, and Franklin 
Counties. Harrisburg [nd.] folder. 


- 9648 - 

DEPT. OF ENVIRONMENTAL RESOURCES. Office of 
Resources Management. Map of the Wyoming and 
Tiadaghton State Forests, located in Sullivan and 
Lycoming Counties. Harrisburg [1978] folder. ill. 


- 9649 - 

DEPT. OF FORESTS AND WATERS. Map of Moshannon 
State Forest, Black Moshannon Division, located in 
Centre County. Harrisburg [n.d.] folder. ill. 

Dept. abolished, its functions trasferred to the Dept. 
of Environmental Resources by Laws of Pa. 1970, Act 
no. 275, effective Jan. 1971. 


- 9650 - 
DEPT. OF HEALTH. Diphtheria. ([Harrisburg, 
2] p. 
9651 - 
Financial forecast. 
[Harrisburg] 2v. ill 


DEPT. OF HEALTH. 
1977/78. 


1976/77- 
annual. 


- 9652 - 


DEPT. OF HEALTH. Mumps. [Harrisburg,n.d. 2] p. 
- 9653 - 
Pennsylvania's school immuniza- 


2] p. 


DEPT. OF HEALTH. 
tion law. [Harrisburg, n. d. 


- 9654 - 
Pertussis (whooping cough). 
1] p. 


- 9655 - 
Poliomyelitis. 


DEPT. OF HEALTH. 
[Harrisburg, n. d. 


DEPT. OF HEALTH. |Harrisburg, 
nd. 2]p. 

- 9656 - 

DEPT. OF HEALTH. Prehospital emergency care for 
trauma patients and mortality in hospital: evaluation 
of ambulance services in southcentral Pennsylvania 
[by] Kum Shik Ham [and others. Harrisburg] 1978. 
ill 79-622204 


- 9657 - 
Recipe for weight reduction for 
[Harrisburg, n.d.] folder. 


DEPT. OF HEALTH. 
adults. 


- 9658 - 
DEPT. OF HEALTH. To protect your child, two tests 


in one for the prevention of mental retardation. 
[Harrisburg, n.d. 2] p. 


- 9659 - 
DEPT. OF HEALTH. Tuberculosis. 
folder. ill 


[Harrisburg, n.d. ] 


- 9660 - 
.DEPT. OF HEALTH. Bureau of Children's Services. 
Neonatal hypothyroidism and your baby. [Harris- 
burg, nd.] folder. 


- 9661 - 
DEPT. OF HEALTH. Bureau of Children's Services. 
PKU and your baby. [Harrisburg, n.d. folder. 
ill 


- 9662 - 

DEPT. OF PUBLIC WELFARE. Pennsylvania's direct 
delivery system, what it is and how to doit. ([Harris- 
burg, 1978] 14p. ilL 

Available from: Bureau of Public Education, Dept. 
of Public Welfare, P.O. Box 2675, Harrisburg, Pa. 
17120. 


- 9663 - 
DEPT. OF THE AUDITOR GENERAL. Fiscal report. 
1975/76. Harrisburg. 187 p. ill annual. 
Report year ends June 30. A66-7051 


- 9664 - 

DEPT. OF TRANSPORTATION. Bureau of Materials, 
Testing, and Research. Fatigue resistance of full 
scale cover-plated beams, by Robert E. Slockbower 
[and] John W. Fisher. Prepared in cooperation with 
Federal Highway Administration. Bethlehem, Lehigh 
University, Office of Research, 1978. viii, 92 p. 

ill (Lehigh University. Fritz Engineering Laborato- 
ry. Report no. 386-9(78)) 


- 9665 - 

DEPT. OF TRANSPORTATION. Bureau of Materials, 
Testing, and Research. Gore area delineation, by 
Raymond J. Brunner and Frederick R. Juba. [Spon- 
sored by Federal Highway Administration. Harris- 
burg] 1977. iii, 25p. 

FHWA- PA-73- 13. 


- 9666 - 

DEPT. OF TRANSPORTATION. Bureau of Materials, 
Testing, and Research. Prestress losses in in- 
service bridge beams and refinement of prediction 
method, by Ti Huang, Prepared in coopration with 
Federal Highway Administration. Bethlehem, Lehigh 
University, Office of Research, 1976. vi, 69p. ill 
(Lehigh University, Fritz Engineering Laboratory. 
Report no. 382. 5) 

Available from National Technical Information 
Service, Springfield, Va. 22161. 


DIVISION OF EDUCATIONAL STATISTICS. Our schools 
today. [Harrisburg] 


- 9667 - 
v. 17, no.6. Professional personnel report. 1977/78. 
By Dominic R. Lattanzio. 40p. annual. 


- 9668 - 

[GENERAL ASSEMBLY] Budget and Finance Committee. 
Report # 1 of... study of State fees: fees of Milk 
Marketing Board. Harrisburg, 1978. iv, 58 p. 

79-622202 


- 9669 - 
[GENERAL ASSEMBLY] Budget and Finance Committee. 
Report II of a study on mandated appropriations. 
Harrisburg, 1977. v, 107p. 


PENNSYLVANIA 


- 9670 - 
et and Finance Committee. 
GENERAL ASSEMBLY] Budget and Fi Cc itt 
Third interim report on study of Pennsylvania delin- 
quent youth service system: results of survey of 
police departments. Harrisburg, 1977. viii, 163 p. 
ill. 79-622491 


- 9671 - 

GENERAL ASSEMBLY. Joint State Government Com- 
mission. Administration of Pennsylvania's Child 
abuse law; a legislative oversight evaluation conducted 
on behalf of the Senate Committee on Aging and Youth 
and the House Committee on Helath and Welfare. 
[Harrisburg] 1979. viii, 96p. ill 79-622535 


- 9672 - 

GENERAL ASSEMBLY. Joint State Government Com- 
mission. Task Force on Office of Elected Attorney 
General, Final report. Harrisburg, 1978. 

vii, 54 79-622493 


- 9673 - 


GOVERNOR'S CONFERENCE ON LIBRARIES AND 
INFORMATION SERVICES. Journal of action 
[of conference held] October 31 and November 1, 
1977... Harrisburg. [Harrisburg, 1977?] 13 p. 
ill. 79-622494 


- 9674 - 

GOVERNOR'S OFFICE. Bureau of Financial Management. 
General fund; balance sheet and related financial state- 
ments. 1975/76 - 1977/78, [Harrisburg] 3 v. 

Report year ends June 30. 


- 9675 - 

GOVERNOR'S TASK FORCE ON MAXIMUM SECURITY 
PSYCHIATRIC CARE. A plan for forensic mental 
health services in Pennsylvania, report. [Harrisburg, 
1977] 46p. 

Task force created by Executive order, Mar. 29, 
1977. 79-622205 


- 9676 - 

HIGHER EDUCATION ASSISTANCE AGENCY. A new 
application gives you a new approach! One applica- 
tion for two student aid programs; State/BEOG grants. 
Harrisburg [1977? 3] p. 

Issued also in Spanish. 


- 9677 - 

HISTORICAL AND MUSEUM COMMISSION. The black- 
smith, artisan within the early community; an ex- 
hibition of his work at the Pennsylvania Farm Museum 
of Landis Valley, 1972-1973. Edited by Vernon S. 
Gunnion [and] Carroll J. Hopf. Harrisburg, 1976, 
64p. ill 75- 187815 


- 9678 - 
INSURANCE DEPT. An overview of insurance regula- 
tion in Pennsylvania, 1971-1978. [Harrisburg, 1978] 
10, 2, BL 79-622206 


- 9679 - 

MILK MARKETING BOARD. Minimum retail home 
delivered prices, schedule[s]; east central milk 
marketing area no. 2, zone 2, A-818, (Harrisburg, 
nd.] unpaged. 


PENNSYLVANIA 


- 9680 - 

OFFICE FOR THE AGING. A guide for developing 
protective services for older adults, by David M. 
Eisenberg. [Prepared] by Philadelphia Geriatric 
Center. Harrisburg, 1978. iv, 32 p. 

- 9681 - 

OFFICE OF ADMINISTRATION. Bureau of Financial 
Management. Special funds, balance sheet and 
related financial statements. 1975/76 - 1977/78. 
[Harrisburg] 3v. annual. 

Report year ends June 30. 
- 9682 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Northeastern Pennsylvania: toward the year 2000; 
economic growth policies, prepared by Berger 
Associates in association with Wilbur Smith and Asso- 
ciates/Candeub, Fleissig and Associates. Harris- 
burg, 1975] ix, I17, 1114, OI7, A38 B4p. ill. 

Issued in cooperation with the Economic Develop- 
ment Council of Northeastern Pennsylvania. 


- 9683 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Northeastern Pennsylvania: toward the year 2000; 
geological inventory, prepared by Joseph S. Ward 
and Associates in association with Wilbur Smith and 
Associates/Candeub, Fleissig and Associates. 
{Harrisburg, 1975] various pagings. ilL 

Issued in cooperation with the Economic Develop- 
ment Council of Northeastern Pennsylvania. 
- 9684 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Northeastern Pennsylvania: toward the year 2000; 
land use policies, prepared by Candeub, Fleissig, 
and Associates [in cooperation with] Wilbur Smith and 
Associates. [{Harrisburg, 1975] various pagings. 
ill, 

Issued in cooperation with the Economic Develop- 
ment Council of Northeastern Pennsylvania. 
- 9685 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Northeastern Pennsylvania: toward the year 2000; 
summary report, prepared by Economic Development 
Council of Northeastern Pennsylvania in association 
with Joseph Ward and Associates [and others, Harris- 
burg, 1975] various pagings. ill. 

- 9686 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Northeastern Pennsylvania: toward the year 2000; 
transportation policies, prepared by Wilbur Smith 
and Associates [in cooperation with] Candeub, Fleissig 
and Associates. [Harrisburg, 1975] various pagings. 
ill. 

Issued in cooperation with the Economic Develop- 
ment Council of Northeastern Pennsylvania. 
- 9687 - 

OFFICE OF STATE PLANNING AND DEVELOPMENT. 
Review and outlook, the Pennsylvania economy, 1978, 
Albert E. Smigel, editor. [Harrisburg, 1978] 

ii, 32p. ilL 


- 9688 - 
OFFICE OF THE BUDGET. Division of Program Audit. 
Evaluation report on manpower programs in the 


Commonwealth of Pennsylvania. 
v, 17 p. 


[Harrisburg] 1975. 


- 9689 - 

OFFICE OF THE BUDGET. Program Planning and 
Evaluation Division. An evaluation of the production 
and cost of highway maintenance in Pennsylvania. 
[Harrisburg] 1978. x, 127p. 79-622490 


- 9690 - 

PENNSYLVANIA STATE UNIVERSITY, University Park. 
College of Agriculture. Soil survey of Huntingdon 
County, Pennsylvania [by Edward J. Merkel. Univer- 
sity Park, 1978] iv, 122, 70p. ilL 

Issued in cooperation with U. S Soil Conservation 
Service and State Conservation Commission. 


- 9691 - 

PENNSYLVANIA STATE UNIVERSITY, University Park. 
Institute for Research an Land and Water Resources. 
The effectiveness of deer flagging models as deter- 
rents to deer entering highway rights-of-way, final 
report, by H. B. Graves, II [and] Edward D. Bellis. 
Sponsored by Pennsylvania Dept. of Transportation ané 
Federal Highway Administration. University Park, 
1978. 21p. 

FHWA- PA-75- 12. 


- 9692 - 

PENNSYLVANIA STATE UNIVERSITY, University Park. 
Libraries. Serial holdings in the Pennsylvania State 
University Libraries. 1979 ed. Vol. 1. Univer- 
sity Park. 858p. annual. 


- 9693 - 
PENNSYLVANIA STATE UNIVERSITY, University Park. 
Pennsylvania Technical Assistance Program. Annual 
report. 1977. [University Park] unpaged. ill. 


PENNSYLVANIA STATE UNIVERSITY, University Park. 
Pennsylvania Transportation Institute. pT] report. 
{University Park] 


- 9694 - 

7503. The relationship of locked wheel friction to 
that of other test methods, an interim report, by 
J.J. Henry and W.E. Meyer. 1975. ilL 

Issued in cooperation with the Dept. of Trans- 
portation, Bureau of Materials, Testing and Re- 
search. 


- 9695 - 
7605. The highway corridor: predicting the conse- 

quenses of alternative highway locations, phase 
Il, final report, by Owen H. Saurlender [andothers] 
1976. various pagings. ill 

Issued in cooperation with the Institute for Re- 
search on Land and Water Resources, Pennsylvania 
State University. 

Available from: Bureau of Advance Planning, 
Dept. of Transportation, Harrisburg, Pa. 17120. 


- 9696 - 

7619. The development of operating characterisitic 
curves for PennDOT's restricted performance bitu- 
minous concrete specifications, by Jack H. Willen- 
brock [and] Peter A. Kopac. Sponsored by Penn- 
sylvania Dept. of Transportation and Federal 
Highway Administration. 1976. vii, 85p. ill 

FHWA- PA-74-27(3). 
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- 9697 - 

7702, Final report, overload testing of an experiment- 
al prestressed concrete bridge, by Robert M. 
Barnoff, James A. Orndorff, Jr. [and] Robert B. 
Harbaugh, Jr. Sponsored by the Pennsylvania 
Dept. of Transportation and Federal Highway Ad- 
ministration. 1977. vii, 127 p. ill 

FHWA- PA-RD-71-8-4. 


TOPOGRAPHIC AND GEOLOGICAL SURVEY. Water 
resource report. Harrisburg. 


- 9698 - 

44. Geology and groundwater resources of northern 
Berks County, Pennsylvania, by Charles R. Wood 
[and] David B. MacLachlan. Prepared by the U.S. 
Geological Survey, Water Resources Division. 
1978. vi, 91 p. ill. 

Issued with 2 maps in an envelope. 
On t.p.: Pennsylvania Geological Survey, 4th 
ser. 

For sale by State Book Store, P.O. Box 1365, 

Harrisburg, Pa. 17125. 79-622397 


PUERTO RICO 


- 9699 - 
AGRICULTURAL EXPERIMENT STATION, Rio Piedras. 
Soil survey of San Juan area of Puerto Rico [by Rafael 
A. Boccheciamp. Rio Piedras, 1978] x, 141, 59 p. 
ill. 
Issued in cooperation with U. S. Soil Conservation 
Service. 


- 9700 - 
AQUEDUCT AND SEWER AUTHORITY. Annual report. 
30th; 1974/75. [Santurce] 32p. il. 51-62182 
Report year ends June 30. 


- 9701 - 
INDUSTRIAL DEVELOPMENT COMPANY. Annual 
report. 1977/78. [SanJuan] 24p. 


- 9702 - 

INSTITUTE OF PUERTO RICAN CULTURE, San Juan. 
Antologia de oradores puertorriquenos del pasado 
[by] Regino Cabassa Tua. San Juan, 1978. 547 p. 
ill. 

- 9703 - 

INSTITUE OF PUERTO RICAN CULTURE, San Juan. 
Creadora voz [by] Arturo Gomez Costa. [San Juan, 
1978] 111p. ill (Its 1978 Serie literatura hoy 1) 


- 9704 - 
INSTITUE OF PUERTO RICAN CULTURE, San Juan. 
Epica de un nino rico [by] Juan Torres Alonso. 
[San Juan, 1978] 42p. ill. (Its 1977 Serie litera- 
tura hoy 19) 


- 9705 - 
INSTITUTE OF PUERTO RICAN CULTURE, San Juan. 
El Instituto de Cultural puertorriquena, 1955-1973; 
18 anos contibuyendo a fortalecer nuestra conciencia 
nacional. [by] Ricardo E. Alegria. San Juan [n. d. } 
266 p. 


RHODE ‘ISLAND 


- 9706 - 
INSTITUTE OF PUERTO RICAN CULTURE, San Juan. 
Matria & Monody with roses in ash November |by 


Granciany Miranda-Archilla. [San Juan, 1978 
ill. (Its 1977 Serie literatura hoy 18) 


- 9707 - 

INSTITUTE OF PUERTO RICAN CULTURE, San Juan. 
Obituario puertorriqueno [by] Pedro Pietri. rans- 
lated by Alfredo Matilla Rivas. San Juan, 1977] 
139 p. ill (Its Serie literatura hoy - Ano I, num. 
7) 


87 p. 


- 9708 - 
OFFICE OF THE CONTROLLER. 
1975/76, 1977/78. 


Informe anual. 
{San Juan] 2v. ill 
54- 62076 
- 9709 - 

UNIVERSITY OF PUERTO RICO. Alejandro Ramirez y 
su tiempo, ensayos de historia economica e institu- 
cional [by] Luis E. Gonzalez Vales. [Rio Piedras] 
Editorial Universitaria, Universidad de Puerto Rico, 
1978, xiv, 283 p. ill 78-1772 

- 9710 - 

UNIVERSITY OF PUERTO RICO. Libros de poemas y, 
las odas, interrogacion de America, la nave y el mar, 
a veces, esta sangre [by William Perez. Rio Piedras] 
Editorial Universitaria, Universidad de Puerto Rico 
[1978] 231 p. (Its Coleccion Uprex; 53: Serie Poesia) 

78-1444 
- 9711 - 

UNIVERSITY OF PUERTO RICO. Administration of 
Regional Colleges. La mujer marginada por la 
historia, ensayo. Editado por Ruth Burgos Sasscer, 
[Rio Piedras, 1978] 138p. ill 

- 9712 - 

UNIVERSITY OF PUERTO RICO. Dept. of Biology. 

Los anfibios y reptiles de Puerto Rico: The amphibi- 
ans and reptiles of Puerto Rico [by] Juan A. Rivero. 


[1st ed. ] Mayaguez, Editorial Universitaria, Uni- 
versidad de Puerto Rico, 1978. x, 152, 63, vi, 148 p. 
ill. 76- 11798 

- 9713 - 


UNIVERSITY OF PUERTO RICO. Graduate School of 
Planning. La dialectica del desarrollo nacional: el 
caso de Puerto Rico [by] Gerardo Navas Davila. 

[1st ed. Rio Piedras] Editorial Universitaria, Univer- 
sidad de Puerto Rico, 1978. xiii, 151p._ ill. 
(Its Serie de planificacion; G-3) 77-5824 

- 9714 - 

UNIVERSITY OF PUERTO RICO. Humanities Faculty. 
Revista de estudios hispanicos. Vo 3 
[Rio Piedras] 254p. ill annual. 

$3. 50; institutions $5. 00; students with ID, $1. 00. 
- 9715 - 

UNIVERSITY OF PUERTO RICO. School of Humanities. 
Center for Historical Studies. 75 aniversario. 

[Rio Piedras, n.d.| 7 p. 


RHODE ISLAND 


- 9716 - 

BANKING DIVISION. Annual report... showing the con- 
dition of State banks, savings banks, trust companies, 
loan and investment companies, building- loan associa- 
tions, and credit unions. 71st; 1977. [Providence] 
ix, 70 p. 9-6541 
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RHODE ISLAND 


- 9717 - 
DEPT. OF ADMINISTRATION. Statewide Plannin 
Program. Annual report. 1977/78. [By Gilbert 
J. Loiselle] Providence. xiii, 122 p. ill 
73-643667 


DEPT. OF ADMINISTRATION. 
Program. Technical paper. 


~ 9718 - 


71. Rhode Island statewide recreation travel: 
average weekday and average summer Sunday base 
year and forecast year estimates [by Charles C. 
Crevo and Edward G. Bates Jr.] 1978. viii, 35, 
A7p. ill. 79-622501 


Statewide Planning 
Providence. 


~ 9719 - 
70. A review of goods movement in Rhode Island [by 
Edward G. Bates, Jr.] 1978. viii, 36p. 
79-622500 


- 9720 - 

74. Rhode Island statewide truck travel: base year and 
forecast year estimates [by Charles C. Crevo and 
Robert Letteri] 1978. vii, 40p. ill 

79-622 502 


- 9721 - 
76. Land zoned for industrial use: inventory and 
analysis (first update) [ by Victor J. Parmentier 
and others] 1978. iv, 16p. + ilL 


- 9722 - 

LAWS, STATUTES, ETC. Acts and resolves passed at 
the General Assembly of the State of Rhode Island and 
Providence Plantations. Jan. session 1978. Pro- 
vidence, Dept. of State. 500, xxv p. annual. 

51-37443 
SOUTH CAROLINA 
- 9723 - 

AGRICULTURAL EXPERIMENT STATION, Clemson. 
Soil survey of Dillon County, South Carolina [by 
Travis A. Dudley. Clemson, 1978] viii, 108, 36 p. 
ilL 

Issued in cooperation with U. S. Soil Conservation 
Service and South Carolina Land Resources Conser- 
vation Commission. 

- 9724 - 

AGRICULTURAL EXPERIMENT STATION, Clemson. 
Soil survey of Richland County, South Carolina [by 
Carl B. Lawrence. Clemson, 1978] viii, 108, 64 p. 
ill, 

Issued in cooperation with U. S. Soil Conservation 
Service and South Carolina Land Resources Conser- 
vation Commission. 79-601501 


- 9725 - 
DEPT. OF HIGHWAYS AND PUBLIC TRANSPORTATION. 


Annual report... to the General Assembly. 1977/78. 
Columbia, State Budget and Control Board. 168 p. 
ill. 
- 9726 - 
DEPT. OF EDUCATION. Office of Programs for the 
Handicapped. Pre-vocational/vocational needs of 


deaf-blind youths; conference proceedings. Columbia, 
1978. 1151 79-622277 


GEOLOGICAL SURVEY. MS. Columbia. 

- 9727 - 

23. Geology of the Calhoun Creek, Calhoun Falls and 
portions of the Chennault and Verdery quadrangles, 
South Carolina, by Villard S. Griffin, Jr. 1978, 
v, 47p. 

Issued in an envelope with 6 geologic plates, 
79-622276 


- 9728 - 

RESIDENTIAL HOME BUILDERS COMMISSION. Roster 
of licensed residential home builders in the State of 
South Carolina, 1978-79; rules and regulations pro- 
mulgated pursuant to Act 897 of 1974. Columbia 
[19787] 224 p. 79- 622274 

- 9729 - 

STATE BOARD OF MEDICAL EXAMINERS. Directory; 
medical practice laws of South Carolina, rules and 
regulations; physicians licensed and re-registered in 
South Carolina; physician assistants certified and 
re- registered in South Carolina. 1978/79. Columbia. 
187 p. 

- 9730 - 
STATE ELECTION COMMISSION. Report. 4th; 1976/77. 


[Columbia] State Budget and Control Board. 380 p. 
ill. annual. 


Report year ends June 30. 75-645318 


UNIVERSITY OF SOUTH CAROLINA, Columbia. 
Institute of International Studies. “Occasional 
paper. |Columbia} 


. - 9731 - 
2, NATO: task of adaptation, by Robert Strausz-Hupe. 
1978. 18 p. 79-622644 


WATER RESOURCES COMMISSION. Report. Columbia. 


- 9732 - 

8. The occurrence, availability, and chemical 
quality of ground water, Grand Strand area and 
surrounding parts of Horry and Georgetown 
Counties, South Carolina, by Allen Zack. Pre- 
pared by U. S. Geological Survey. 1977. 

ix, 100p. 
Issued in an envelope containing 9 plates. 
79-622279 


- 9733 - 
[WILDLIFE AND MARINE RESOURCES DEPT. ] 
South Carolina wildlife, Carolina's hunting heritage. 
Columbia, 1978. 207p. ill 


78-620055 
SOUTH DAKOTA 


- 9734 - 
AGRICULTURAL EXPERIMENT STATION, Broo s. 
Soil survey of Union County, South Dakota |by James 
L. Driessen. Brookings, 1978] iv, 87, 40p. ilL 


Issued in cooperation with the U. S. Soil Conserva- 
tion Service. 


- 9735 - 
BLACK HILLS STATE COLLEGE, Speartish. Center of 
n 


Indian Studies. Center of Indian Studies. Spearfish 
Ind 8] p. 
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- 9736 - 
[BOARD OF CHARITIES AND CORRECTIONS] Words in 
verse; S. D. Human Services Center poetry journal, 
1977, compiled by the Patient's Library, South Dakota 


Human Services Center. [Pierre, 1977] 19p. ill 
- 9737 - 
BUREAU OF PERSONNEL. Job analysis task bank for 
selected clerical classifications [by] Task Analysis 
Project. Pierre, 1977. L 61p. 


- 9738 - 
DEPT. OF SOCIAL SERVICES. Food stamps. Pierre 
[nd 


- 9739 - 
DEPT. OF SOCIAL SERVICES. Office of Food Stamps. 
Need more food? [Pierre, nd. 2]p. ill 


- 9740 - 

DEPT. OF SOCIAL SERVICES. Program Analysis and 
Evaluation. South Dakota county poor relett 1977. 
Pierre. 1, 17p. ilL 

Issued in cooperation with county auditors, 


- 9741 - 
DEPT. OF TRANSPORTATION. Map description and 
price list. [Pierre, 1976. 4]p. ill 
- 9742 - 


DEPT. OF WILDLIFE, PARKS, AND FORESTRY. 
State park regulations. Pierre [nd] folder. ill 


- 9743 - 

DEPT. OF WILDLIFE, PARKS, AND FORESTRY. 
What everyone should know about boating safety. 
[Pierre, 1977] 15p. ilL 

Issued by the Dept. under its former name: Dept. 
of Game, Fish, and Parks. 


- 9744 - 
DIVISION OF ELEMENTARY AND SECONDARY EDUCA- 
TION. Educational directory, 1977-78. [Pierre, 
nd] 88p. ill 79-622497 


- 9745 - 
DIVISION OF FORESTRY. Protect your forest home 
from wildfire, prepared by the U.S. Forest Service. 
[Pierre, nd] folder. ill 


- 9746 - 
DIVISION OF FORESTRY. South Dakota Division of 
Forestry. [Pierre, n.d.] folder. ill 


- 9747 - 
DIVISION OF HIGHWAYS. Livestock underpass usage 
study; final report. [by D. A. Anderson, V.O. Tennant 
and J.B. Thomas. [Pierre] 1978, iii, 36p. ilL 


- 9748 - 
[DIVISION OF] NATIONAL GUARD. South Dakota Army 
National Guard, program, fiscal year 1979. [Pierre, 
nd.j 24p. 


- 9749 - 

DIVISION OF PARKS AND RECREATION. Fisher Grove 
State Park hiking trail guide, Dakota Trail - 1 mile, 
Campground Loop Trail - 1/3 mile. [Pierre, n.d ] 
lip. ill 


SOUTH DAKOTA 


- 9750 - 
DIVISION OF PARKS AND RECREATION, Mina Lake 


hiking trail guide, Mina Trail. ([Pierre, n.d.] 12 p. 
ill, 


- 9751 - 
DIVISION OF PARKS AND RECREATION. 
Newton Hills State Park hiking trail guide; Woodland 
Trail (designated National Recreation Trail) and Co- 
teau Trail. [Pierre, nd.] 19p. ilL 


- 9752 - 

DIVISION OF TOURISM. Official 1978-1979 highway 
map, South Dakota. [Pierre, 1978] col. map on 
sheet 45 x 81cm, fold, to 23 x 10 cm. 

Free. 


- 9753 - 
GOVERNOR. Budget message. [Pierre]1977. 13 p. 


79-622595 


- 9754 - 


GOVERNOR. State of the State message. 


[Pierre 
1978. 27 p. 
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- 9755 - 
LAWS, STATUTES, ETC. South Dakota codified laws, 
Chapter 36-15, in effect May 1, 1978. [Pierre] 
State Board of Cosmetology, 1978. 24 p. 


- 9756 - 


MEMORIAL ART CENTER, Broo s. Northwestern 
biennial IV [exhibition held] May 7 -June 25, 1978, 


[Brookings, 1978] unpaged. ill 


- 9757 - 
MEMORIAL ART CENTER, Broo s. South Dakota 
works on paper [exhibition held] March 5-26, 1978. 
Selected by Byron Burford. Brookings, c1978. 


unpaged. ill 78-52995 
- 9758 - 
NORTHERN STATE COLLEGE, Aberdeen. Financial 
report. 1977/78, Aberdeen. annual. 
Report year ends June 30. 
- 9759 - 


SOUTH DAKOTA SCHOOL OF MINES AND TECHNOLOGY, 
Rapid ee Community discussions made easy, by 
eannette Kinyon. [Rapid City] 1978. 120 p. 
Issued in cooperation with the South Dakota Com- 
mittee on the Humanities. 


- 9760 - 

SOUTH DAKOTA STATE UNIVERSITY, Brooki 
Financial report. 1977/78. Brookings. p. 
ill. annual. 

Report year ends June 30, 


- 9761 - 
STATE BOARD OF VOCATIONAL EDUCATION. Five 
year plan narrative and justification and annual plan, 
State plan for vocational education. Pierre [1977] 


176p.  ilL 79-622418 


- 9762 - 
STATE DEPT. OF LABOR. CETA prime nsor 
agreement and Title Iannual plan. 1977/78. 
[Pierre] 50p. 


SOUTH DAKOTA 


- 9763 - - 9774 - 
STATE GEOLOGICAL SURVEY. Minerals in the econo- TREASURER'S OFFICE Report of the t of th 
A port of the treasurer e 

my of South Dakota. 1978. [By] James H. Aase State of Tennessee. 1976/77. Nashville. 211. 

fand] Fred V. Steece. Prepared by U.S. Bureau of 

Mines. [Vermillion] 12p. ill. annual (State min- Report year ends June 30. 

eral profiles SMP-25) Cover title: Treasurer's report. 

Single copy available free from Publications Dis- 

tribution Branch, Bureau of Mines, 4800 Forbes Ave., - 9775 - 

Pittsburgh, Pa. 15213. UNIVERSITY OF TENNESSEE, Knoxville. Division of 
- 9764 - Continuing Education. Annual report. 1977778. 


STATE HISTORICAL SOCIETY. Preserve South Dakota's p. ill. 


rt nd 30. 
heritage; support the South Dakota State Historical Ropest year cate Jane 
Society. [Pierre, nd.] folder. ilL 


TEXAS 
9776 
STATE LEGISLATIVE RESEARCH COUNCIL. Appro- 
priations and letters of intent for FY 1979. Pierre AERONAUTICS COMMISSION. México flight manual. 
[19781 iv, 55, 180 p. 79-622421 [Austin, 19777] 131p. ill. 
Free. 


- 9766 - 
STATE LEGISLATIVE RESEARCH COUNCIL. Highway 
finance in South Dakota; report, by Calvin A. Kent. ~ 9777 - 


t teri itt ighwa AGRICULTURAL EXPERIMENT STATION, College 
1977. Station. Community development research in the 


79-622419 Great Plains: abstracts and major findings of research 
ne - of the NC-102 regional project. Edited by Lonnie L. 
STATE LIBRARY, Pierre, We are all storytellers, 


ksh Nancy Schimmel; handbook produced Council. College Station[n.d.] 58p. (Great 
[Pierre] c1978. 11 p. Plains Agricultural Council. Publication no. 83, v. 2) 


~ 9768 - 
UNIVERSITY OF SOUTH DAKOTA, Vermillion. Institute AGRICULTURAL aS... 2 STATION, College 
of Indian Studies. The Sioux: a selected bibliography Station. Income distributional aspects of rural 
[by] John Van Balen. Vermillion, 1978. iii, 168 p. industrialization in selected Texas communities, by 
79-622081 Lynn Reinschmiedt and Lonnie L. Jones. [College 
Station, n.d.] 131. ill. 


- 9769 - 
UNIVERSITY OF SOUTH DAKOTA, Vermillion W.H. 

Over Museum. The Carl A. Norgran Natural History - 9779 - 

Hall. Vermillion [n.d] folder. AGRICULTURAL EXPERIMENT STATION, Collegd 
Station. A socio-economic analysis of technology 
adoption in an African livestock industry [by] G.M. 
Sullivan [and others. College Station, n.d.] 161. 
ill. 


TENNESSEE 


- 9770 - 
AGRICULTURAL EXPERIMENT STATION, Knoxville. - 9780 - 


Annual report. 90th; 1977. Knoxville. 43 p. AGRICULTURAL EXPERIMENT STATION, College 
ill. 36-28138 Station. Soil survey of DeWitt County, Texas fey 
William M. Miller. College Station, 1978] 
- 9771 - iii, 80, 75 p. ill. 
DEPT. OF FINANCE AND ADMINISTRATION. State Issued in cooperation with the U.S. Soil Conserva- 
of Tennessee budget document. [Pt. 2] 1978/79. tion Service. 
[Nashville] v, 303 p. ill. annual. 54-33345 


- 9781 - 
- 9772 - AGRICULTURAL EXPERIMENT STATION, College 
DEPT. OF PUBLIC HEALTH. Annual bulletin of vital Station. Soil survey of Maverick County, Texas [by 
statistics. 50th; 1976. Nashville. 74p. ill. Jack W. Stevens and Daniel Arriaga. College 
Cover title: Tennessee vital statistics. Station, 1977] ii, 62, 68 p. ill. 
34-6645 Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 78-601348 

- 9773 - 


DIVISION OF STATE AUDIT. Annual financial report. - 9782 - 


1977/78. [Nashville] viii, 69 p. ill. BUREAU OF STATE HEALTH PLANNING AND RE- 


om year ents SOURCE DEVELOPMENi. Texas medical facilities 
WE opt. of Finance a inventory and utilization. 1977. Austin. ii, 503 p. 
Administration, Division of Accounts. 77-647381 ill. 77-640909 


- 9783 - 

COASTAL MANAGEMENT PROGRAM. Ecological 
systems component user's manual [by Research and 
Planning Consultants, Inc. Austin] 1978. 140 p. 


ill. 
Cover title: Activity assessment routine ecological 
systems component user's manual. 


- 9784 - 
COASTAL MANAGEMENT PROGRAM. Preliminary 
hearing draft. [Austin] 1978. xxvii, 347p. ill. 


- 9785 - 

COASTAL MANAGEMENT PROGRAM. Social and 
economic component user's manual [by Research and 
Planning Consultants, Inc. Austin] 1978. 216 p. 
ill 


‘Cover title: Activity assessment routine social and 
economic component user’s manual. 


COASTAL MANAGEMENT PROGRAM. Technical 
paper. Austin, RPC, Inc. 
Available from: RPC, Inc., 1705 Guadalupe, 
Austin, Tex. 78701. 


- 9786 - 
Pilot study of the activity assessment routine 
social and economic component, 1978. 
xiv, 184p. ill. 


- 9787 - 
2. Pilot study of the activity assessment routine 
ecological systems component. 1978. x, 67 p. 
ill. 


- 9788 - 
3. Appendices to the Pilot study of the activity 
assessment routine ecological systems component. 
1978. iii, 122p. ill. 


- 9789 - 

4. User reference manual, DW3000, activity assess- 
ment routine social and economic component, pre- 
pared by Dept. of Water Resources, Information 
Systems and Services Division. 1978. iv, 144p. 
ill. 


- 9790 - 
7. Assessment of fiscal impacts, activity assessment 
routine social and economic component [by Ann 
Orzech] 1978. iv, 13p. 


- 9791 - 

8. A methodology to assess social/infrastructural 
impacts, activity assessment routine social and 
economic component [by Ann Orzech] 1978. 
iv, 17p. ill. 


- 9792 - 
9. Bibliography, activity assessment routine social 
and economic component. 1978. iv, 18 p. 


- 9793 - 
15. Implementation of the activity assessment 
routine (revised as of September 8, 1978) [by 
Gary Catron] 1978. 45p. ill. 


- 9794 - 

DEPT. OF COMMUNITY AFFAIRS. Division of Housing. 
Finance and Development Section. Recycling 
neighborhoods, a catalog of housing rehabilitation 
programs and ‘neighborhood preservation activities 


in Texas. Isted. [Austin] 1978. 2v. ill. 
Contents: —pt. 1. Program catalog. —pt. 2. 
Program documents. 79-6224 56 


- 9795 - 
DEPT. OF HEALTH. Employee orientation and training 
in nursing homes and custodial care homes. [Austin] 
1978. 11, 30p. 


- 9796 - 


DEPT. OF HUMAN RESOURCES. Foster care for 
children: helping a family through hard times. 
{Hogares substitutos para ninos, dando la mano a 
una familia en tiempos diffciles. Austin, n.d.] 
unpaged. ill. 


- 9797 - 
DEPT. Ok HUMAN RESOURCES. 
[Austin, n.d. 3] p. 


- 9798 - 

DEPT. OF HUMAN RESOURCES. Proposed Title XX, 
social services comprehensive annual services pro- 
gram plan for the State of Texas. 1976/77-1978/79. 
[Austin] 3v. ill. 

1976/77 ed. issued by the dept. under its former 
name: Dept. of Public Welfare. 
Report year ends Sept. 30. 


- 9799 - 
DEPT. OF HUMAN RESOURCES. Title XX, social 

services comprehensive annual services program plan 
for the State of Texas. 1976/77, 1978/79. [Austin] 
2v. ill. 

1976/77 ed. issued by the dept. under its former 
name: Dept. of Public Welfare. 

Report year ends Sept. 30. 


- 9800 - 


DEPT. OF MENTAL HEALTH AND MENTAL RETARDA- 
TION. Division of Planning and Resource Develop- 


Medicina /medicine. 


78-645566 


ment. Resource Development Section. Report of 

gifts, grants/contracts, and donations. 1977/78. 

[Austin] v, 278, A15,B2, C3p. ill. annual. 
78-640916 


- 9801 - 

DEPT. OF WATER RESOURCES. An analysis of 
weather conditions relative to the occurrence of 
flash flooding rains in central Texas (during the 
period of July 30-August 4, 1978), by George W. 
Bomar. [Austin] 1978. 371. ill. (Its LP-69) 

79-622513 


- 9802 - 

DEPT. OF WATER RESOURCES. Land use/land cover 
maps of Texas. Austin, 1978, 471. ill. (Its 
LP-62) 

A. reprint. 
- 9803 - 

DEPT. OF WATER RESOURCES. Nonpoint sources of 
water pollution, what are they? Prepared by the 
technical studies branch, Dept. of Water Resources. 
[Austin, n.d.] 81. ill. 
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- 9804 - 
DEPT. OF WATER RESOURCES. Results of an infil- 
tration study on the Carrizo sand outcrop in Atascosa 
County, Texas, by William J. Opfel and Glenward 
R. Elder. [Austin] 1978. iii, 351. ill. (its 
LP-61) 79-622515 


- 9805 - 

DEPT. OF WATER RESOURCES. Construction Grants 
and Water Quality Planning. Guidelines for account- 
ing procedures for construction grant projects. 
[Austin] 1978. 38p. (Dept. of Water Resources. 
LP-67) 


~ 9806 - 

DEPT. OF WATER RESOURCES. Data Collection and 
Evaluation Section. GWSIM II groundwater simula- 
tion program, program documentation and user's 
manual. [Austin] 1978. 98p. ill. (Its UM-16) 


79-622517 


- 9807 - 


DEPT. OF WATER RESOURCES. Engineering and 
Environmental Systems Section. Hydrological and 


jological studies of the Trinity River Delta, Texas 
[prepared in cooperation with] Espey, Huston & 
Associates, Inc. [and] Civil Engineering Dept., 
University of Texas at Austin. 
various pagings. ill. 
LP-70) 


[Austin] 1978. 
(Dept. of Water Resources. 
79-622031 


DEPT. OF WATER RESOURCES. | Field Operations 
Division. Report. Austin] 


9808 - 
IMS-79. Intensive surface water monitoring survey 
for segment no. 0509, Lake Murvaul, by Charles 
E. Volz. 1978. v, 29, A10p. 79-622584 


- 9809 - 

DEPT. OF WATER RESOURCES. Information Systems 
and Services Office. Licensed vocational nurses 
candidate system, user's reference manual. [Austin] 
1978. various pagings. (loose-leaf) (Dept. of Water 
Resources. Its UM-18) 


- 9810 - 

DEPT. OF WATER RESOURCES. Information Systems 
and Services Office. Licensed vocational nurses 
system, user's reference manual. [Austin] 1978. 
various pagings. (loose-leaf) (Dept. of Water 
Resources. UM-17) 


- 9811 - 

EAST TEXAS STATE UNIVERSITY, Commerce. Dept. 
of Literature and Languages. American English and 
the Bicentennial, a symposium. Fred Tarpley, 
editor. [Commerce, n.d.] 26 p. 


77-365421 


Cover title. 


EAST TEXAS STATE UNIVERSITY, Commerce. Dept. 
of Literature and Languages. South Central Names 
Institute publication. Commerce, Names Institute 
Press. 


- 9812 - 

5. Labeled for life. 1977. 92p. 

Issued in cooperation with the American Name 
Society. 
$1.50. 79-622592 

- 9813 - 

EDUCATION AGENCY. Dept. of Professional Develop- 
ment and Instructional Services. Developing in- 
service education programs in Texas, 1978. 

[Austin, n.d. 9] p. 


- 9814 - 

EDUCATION AGENCY. Division of Curriculum Develop- 
ment, Health, Physical Education, and Recreation 
Section. Guidelines for physical education in the 

secondary schools. Austin, 1978. vii, 45p. ill. 


- 9815 - 

EMPLOYMENT COMMISSION. Economic Research and 
Analysis [Dept.] Texas occupational employment 
statistics, industry staffing patterns for selected 
wholesale and retail trade, 2nd quarter 1976. 
Austin, 1978. ix, 175p. ill. 

Issued in cooperation with the U.S. Bureau of 
Labor Statistics and the U.S. Employment and 
Training Administration. 79-622521 


- 9816 - 

ENERGY ADVISORY COUNCIL. Texas energy develop- 
ment fund project abstracts, based on contract authori- 
zations. [Austin, 1978] i, 22 p. (Report no. 78- 
002) 

FOREST SERVICE. 


Publication. [College Station] 


~ 9817 - 
116. Ten year progress report, I.D. Fairchild 
State Forest fence post farm, by David W. Patter- 
son. 1978. 8p. ill. 


- 9818 - 
117. Texas forest pest activity and Forest Pest 
Control Section biennial report. 1976-77. 
28 p. ill. 
Issued in cooperation with the private forest 
industry and National forests in Texas. 
77-642333 


118. Harvest trends. 1977. 
23 p. ill. 
At head of title: Texas forest resource. 


By Ken Braddock. 


- 9820 - 
GENERAL LAND OFFICE. Accessibility and protection 
of Texas shorefront areas [by Hal Hees, Michael H. 
McKann, and Jerry W. McAtte. Austin] 1978. 
44p. ill. 79-622510 
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- 9821 - 
GREATER SOUTH TEXAS CULTURAL BASIN COMMIS- 
SION. Developing south Texas: a report to the 
Governor and Legislature. [Austin] 1977. 


xii, 107, A17, B60, D3p. ill. 79-622484 


~ 9822 - 
GOVERNOR. Executive budget. 1980-81. [Austin] 
119, 159, 11111, IV 110 p. biennial. 


HISTORICAL COMMISSION museums directory, 
compiled by Nancy Gayle. Edited by Kit Fontaine and 
Vincent Scanio. Rev. ed. 

Issued in cooperation with the Texas Historical 
Foundation. 


- 9824 - 
INDUSTRIAL COMMISSION. Energy Utilization Dept. 


Engineer's manual of energy conservation literature 

for industrial applications, prepared by Energy 

Austin, 1978. 
79-622485 


Engineering Associates, Inc. 
iii, 237 p. 


- 9825 - 


Kerrville State 
Kerrville, n.d.] 


KERRVILLE STATE HOSPITAL. 
Hospital [information booklet. 
24p. ill. 


- 9826 - 
LAWS, STATUTES, ETC. Liquefied gas tax law, 
Tex. tax.-Gen.Ann., arts. 10.51-10.75 (1969) 
Austin, Fuels Tax Division, 1977. 88 p. 


- 9827 - 
LEGISLATIVE BUDGET BOARD. 


Performance report 


to the sixty-sixth Legislature. 3d; 1979. [Austin] 
iii, 638 p. ill. biennial. 75-645663 
- 9828 - 


LEGISLATURE. Joint Committee on Textile Industry 
Development. Texas’textile & apparel industry 
development program, final report. [n.p. ] Develop- 
ment Resources, Inc., 1977. 2v. 

Vol. 2 is ill. and has also a distinctive title: 
Appendix. 79-622514 


Bulletin. Austin. 


MEMORIAL MUSEUM, Austin. 


- 9829 - 

25. Stratigraphic occurrence and correlation of 
early Tertiary vertebrate faunas, Trans- Pecos, 
Texas. Pt. 1. Vieja area, by John Andrew 
Wilson. [1978] v, 42p. ill. 

$3.00. 79-622581 

- 9830 - 

NORTH TEXAS STATE UNIVERSITY, Denton. Inven- 
tory of county records, Hunt County courthouse, 
Greenville, Texas, compiled by William E. Sawyer. 
Denton [1978] xiv, 335p. ill. 

Issued by the Texas County Records Inventory 

Project, North Texas State University. 75-622570 


Austin, 1978. 76p. ill. 


- 9831 - 
NORTH TEXAS STATE UNIVERSITY, Denton. Inven- 
tory of county records, Newton County courthouse, 
Newton, Texas, compiled by Newton County Historical 


Commission. Denton [1978] xiv, 201 p. ill. 
Issued by the Texas County Records Inventory 
Project, North Texas State University. 75-622570 


- 9832 - 

NORTH TEXAS STATE UNIVERSITY, Denton. Inven- 
tory of county records, Oldham County courthouse, 
Vega, Texas, compiled by Claire Kuehn [and others] 
Denton [1978] xiv, 151p. ill. 

Issued by the Texas County Records Inventory 
Project, North Texas State University. 75-622570 


- 9833 - 

NORTH TEXAS STATE UNIVERSITY, Denton. Inven- 
tory of county records, Upton County courthouse, 
Rankin, Texas, compiled by Roger M. Olien [and 
others] Denton [1977] xiv, 165 p. ill. 

Issued by the Texas County Records Inventory 
Project, North Texas State University. 75-622570 


- 9834 - 
NORTH TEXAS STATE UNIVERSITY, Denton. Inven- 
tory of county records, Washington County Courthouse, 
Breham, Texas, compiled by Cathy Clayton. Den- 


ton [1977] xiv, 159 p. ill. 
Issued by the Texas County Inventory Project, 
North Texas State University. 75-622570 
OFFICE OF THE STATE ARCHEOLOGIST. Archeologi- 


cal survey report. Austin. 


- 9835 - 

25. Prehistory at Bear Creek, Brewster County, 
Texas, by William S. Marmaduke. Edited by 
James M. Malone and Robert J. Mallouf. 1978. 
xi, 195 p. ill. 


$8.00, plus 40 cents tax. 79-622590 


- 9836 - 

29. Mission San José y San Miguel de Aguayo, 
archeological investigations, December 1974, by 
John W. Clark, Jr. Edited by Dan Scurlock and 
Helen Simons. [c1978] viii, 153 p. ill. 

79-622591 


PARKS AND WILDLIFE DEPT. PWD brochure. 


[Austin] 


~ 9837 - 
100-1. Texas Conservation Foundation. 
folder. ill. 


[1978] 


- 9838 - 
3000-5. Black drum in Texas. 
ill. 


[1978] folder. 


- 9839 - 

3000-24. The ecology of farm pond fertilization. [by 
Dwane O. Smith and John M. Mitchell. 1978] 
folder. 


- 9840 - 


3000-49. Fishing in Lake Merdeith. 
folder. ill. 


[1978] 
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- 9841 - 
4000-31. Goliad State Historical Park. [1978] 
folder. ill. 


- 9842 - 
4000-37. Washington on the Brazos. 
folder. ill. 


[1978] 


- 9843 - 
4000-52. Lake Somerville State Recreation Area. 
[1978] folder. ill. 


- 9844 - 
4000-86. Mission San José Texas State and National 
Historic Site, Sitio Histérico Estatal y Nacional, 
San Antonio, Texas. [1978] folder. ill. 


~ 9845 - 
4000-99. Anson Jones, last President of the Republic 
of Texas. [1978] ill. 


- 9846 - 
4000-145. José Antonio Navarro State Historic Site- 
Sitio Histérico del Estado, [1978] folder. 


9847 - 
4000-147. Mission Tejas State Historical Park. 
[1978] folder. ill. 


~ 9848 - 
4000-149. Abilene State Recreation Area. 
folder. ill. 


[1978] 


~ 9849 - 
4000-156. Birds of the Davis Mountains State Park: 
a seasonal checklist [by Mrs. Francis Williams 
and Mrs. Jim Espy. 1978. 7]p. ill. 


- 9850 - 
7000-2, A checklist of birds of the Kerr Wildlife 
Management Area, Kerr County, Texas [by 
Gregory L. Butts. 1978. 6]|p. ill. 


~ 9851 - 

7000-10. A history of the Gus A. Engeling Wildlife 
Management Area [by Charles E. Davis, George 
Veteto, and Ray Hart. 1978] folder. 

PWD bulletin. 


PARKS AND WILDLIFE DEPT. 
Austin. 


- 9852 - 
9000-60. Poisonous snakes of Texas, by John E. 
Werler. Rev. 1978. 53p. ill. (Bulletin 
no. 31) 


- 9853 - 

PARKS AND WILDLIFE DEPT. Historic Sites and Res- 
toration Branch. Preservation plan and program for 
Caddoan Mounds State Historic Site, Cherokee 
County, Texas. [Austin] 1978. 73, a25p. ill. 

Cover title: Caddoan Mounds State Historic Site. 
79-622483 


~ 9854 - 
STATE BAR. Professional Development Program. 
The basics of tax shelters. Prepared for the institute 
series the Basics of Tax Shelters... held in Texas in 
October, November & December 1978. [Austin] 
1978. various pagings. 79-622523 


- 9855 - 

STATE BAR. Professional Development Program. 
Marriage dissolution in Texas. Prepared for the 
Marriage Dissolution Course...held in Dallas on 
November 9 & 10, 1978, [Austin] 1978. various 
pagings. ill. 79-622524 


- 9856 - 

STATE BOARD OF EDUCATION. The impact of students 
from Mexico upon selected school districts in Texas 
counties adjacent to the Mexican border, a research 
study submitted to the State Board of Education and 
the Texas Education Agency, by Jim Bob Hensley. 
[Austin] 1976. 1601. 79-622512 


- 9857 - 
STATE LIBRARY, Austin. Division for the Blind and 


Physically Handica - Large type books, first 
[Austin, n.d.] i, 115 p. 


- 9858 - 

STATE LIBRARY, Austin. Library Development 
Division. Texas public library statistics for 1977, 
interim report. Austin, 1978. fii, 165, A 20 p. 

79-622511 


- 9859 - 

TEXAS A & M UNIVERSITY, College Station. Agricul- 
tural Extension Service. Aquatic science sportfish- 
ing, 4-H member guide [by James T. Davis] College 
Station [n.d.] 14p. ill. 


- 9860 - 
TEXAS A & M UNIVERSITY, College Station. Caesar 

Kleberg Research Program in Wildlife Ecology. 
The Indian blackbuck antelope: a Texas view [by] 
Elizabeth Cary Mungall. [College Station, n.d.] 
184p. ill. (itsKleberg studies in natural re- 
sources) 

Issued in cooperation with the Dept. of Wildlife 
and Fisheries Sciences, Agricultural Experiment 
Station. 79-622509 


- 9861 - 

TEXAS A & M UNIVERSITY, College Station. Dept. of 
Agricultural Economics. A solution procedure for 
the modified stollsteimer model, by Stephen Fuller 
and Robert Sielken. [Austin, n.d.] 111. 


- 9862 - 

TEXAS A & M UNIVERSITY, College Station. Dept. of 
Rural Sociology. Status and familial orientations of 
rural Mexican-American youth: integration and 
antagonism within aspirational frames of reference 
{by] Kimball P. Marshall [and] Michael V. Miller. 
[College Station, n.d.] 25 p. 79-622516 


TEXAS TECH UNIVERSITY, Lubbock. College of 
Agricultural Sciences. Publication. Lubbock. 


- 9863 - 

T-1-174. Economic-engineering simulation of cotton 
ginning costs, GINMODEL: program documenta- 
tion and user's guide, by Dale L. Shaw. 1978. 
iv, 8lp. ill. 

Issued in cooperation with the Commodity 
Economics Division, Economics, Statistics, and 
Cooperatives Service, U.S. Dept. of Agriculture. 

79-622582 


TEXAS TECH UNIVERSITY, Lubbock. Museum. 


Special publications. [Lubbock] 

Issued in cooperation with the International Center 
for Arid and Semi-Arid Land Studies, Texas Tech 
University. 


- 9864 - 

16. Biology of bats of the New World family Phyllo- 
stomatidae. Pt. 3. Edited by Robert J. Baker, 
J. Knox Jones, Jr. and Dilford C. Carter. 1979. 
441p. ill. 

$20.00; also available on exhange from the 
exchange librarian, Texas Tech University, Lub- 
bock, Texas 79409. 79-622567 


- 9865 - 


TEXAS TECH UNIVERSITY, Lubbock. Textile Re- 


search Center. Annual progress report to the 

Natural Fibers & Food Protein Commission of 

Texas. 1977/78. Lubbock. ii, 313 ill. 
Report year ends Aug. 31. 


- 9866 - 


TEXAS TRANSPORTATION INSTITUTE, College Station. 


Sand-asphalt-sulfur pavement experimental project, 
Highway, U.S. 77, Kenedy County, Texas, a construc- 
tion report, by John O. Izatt, B.M. Gallaway [and] 

D. Saylak. College Station, 1977. vii, 110 p. ill. 


- 9867 - 


TRANSPORTATION PLANNING DIVISION. General 


highway map{s]...Texas. Prepared in cooperation 
with the Federal Highway Administration. Austin. 
col. maps on sheets 46 x 64 cm. 

Available for public use at a nominal cost from the 
State Dept. of Highways and Public Transportation, 
P.O. Box 5051, Austin, Tex. 78763. 


1978. 2 sheets. 
1978. 

1978. 

1978. 


15. Bexar County. Rev. 
95. Guadalupe County. Rev. 
152. Lubbock County. Rev. 
246. Williamson County. Rev. 


- 9868 - 


2 sheets. 


TRANSPORTATION PLANNING DIVISION. General 


highway map{s] supplementary sheet[{s] showing 
detail of cities and towns in...Texas. Prepared in 
cooperation with the Federal Highway Administration. 
Austin. col. maps on sheets 46 x 64 cm. 

Available for public use at a nominal cost from the 
State Dept. of Highways and Public Transportation, 
P.O. Box 5051, Austin, Tex. 78763. 


Rev. 
Rev. 


25. Brown County. 
28. Caldwell County. 


1979. 
1978. 


1978. 
1978. 
Rev. 
1978. 
Rev. 1979. 
Rev. 1978, 
Rev. 1978. 
Rev. 1978. 


Erath County. Rev. 
Frio County. Rev. 
Guadalupe County. 
Hale County. Rev. 
Liberty County. 
Lubbock County. 
Palo Pinto County. 
Williamson County. 


1978. 


4 sheets. 


4 sheets. 


- 9869 - 
[TRAVEL AND INFORMATION DIVISION] Texas public 
[Austin, n.d.] folder. 


campgrounds. 


- 9870 - 

UNIVERSITY OF TEXAS AT ARLINGTON. Institute of 
Urban Studies. Municipal energy management, a 
comprehensive approach [by] David W. MacKenna 
{and] Barbara D. Sellers. Arlington, 1978. 

v, 68p. ill. 


On t.p.: A report for Texas cities. 79-622482 


- 9871 - 

UNIVERSITY OF TEXAS AT AUSTIN. Bureau of Busi- 

ness Research. Directory of Texas manufacturers. 
28th; 1977778. [Austin] 2v. annual. 

Vol. 1 is ill. 

Contents: —v. 1. Alphabetical and geographical 
sections. —v. 2. Product section and index of 
products. 

$40.00. 


34-27861 


- 9872 - 

UNIVERSITY OF TEXAS AT AUSTIN. Center for 
Research in Water Resources. Methodology to 
evaluate alternative coastal zone management poli- 
cies: application in the Texas coastal zone. Exam- 
ple application 3. Environmental and economic im- 
pacts of recreational community development, Mus- 
tang Island and North Padre Island. [Prepared] for 
Research Applied to National Needs Program, Nation- 
al Science Foundation and Division of Planning Coor- 
dination, Office of the Governor. [Austin, n.d.] 
2v. ill. 

Vol. 1 issued with Developmental scenario map 
of Mustang and Padre Islands and v. 2 issued with 
map of Land and water resources, Mustang and North 
Padre Islands, Texas. 

Contents: —v. 1. Final report. —v. 2. Appen- 


dix. 79-622 506 


- 9873 - 

UNIVERSITY OF TEXAS AT AUSTIN. Center for 
Research in Water Resources. Methodology 
evaluate alternative coastal zone management poli- 
cies: application in the Texas coastal zone. Exam- 
ple application 4. Transferability of methodology to 
the Lower Rio Grande Valley, final report. _ 
[Prepared] for Research Applied to National Needs 
Program, National Science Foundation and Division 
of Budget and Plannin, Office of the Governor. 
[Austin, n.d. ] various pagings. ill. 79-622507 


83. 

95. 

96. 

146. 

152. 
182. 

246, 
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- 9874 - 

UNIVERSITY OF TEXAS AT AUSTIN. Center for 
Research in Water Resources. Methodology to 
évaluate alternative coastal zone management poli- 
cies: application in the Texas coastal zone, final 
report. [Prepared] for Research Applied to National 
Needs Program, National Science Foundation and 
[the Budget and Planning Office, formerly the] 
Division of Planning Coordination, Office of the 


Governor. [Austin] 1978 [-1976] 2v. in 3. ill. 
Contents: —v. 1. Methodology. —v. 2, pt. A- 
v. 2, p. B. Documentation. 79-622508 


- 9875 - 

UNIVERSITY OF TEXAS AT AUSTIN. Hogg Foundation 
for Mental Health. Mental health for the people of 
Texas [proceedings of the first Robert Lee Sutherland 
Seminar on Mental Health] Louis E. DeMoll and 
Sally J. Andrade, eds. [Austin] 1978. xii, 232 p. 


ill. 79-622505 


UNIVERSITY OF TEXAS AT AUSTIN. Institute of Latin 
American Studies. Latin American monographs. 


[Austin] 
Available from: University of Texas Press, P.O. 
Box 7819, Austin, Tex. 78712. 


- 9876 - 
47. To defend ourselves, ecology and ritual in an 
Andean village, by Billie Jean Isbell. [c1978] 
xv, 289 p. ill. 78-620051 


UNIVERSITY OF TEXAS AT EL PASO. El Paso Centenni- 
al Museum. Publications in anthropology. [El 
Paso 


~ 9877 - 

4. Settlement patterns of the Eastern Hueco Bolson, 
by Michael E. Whalen. With contributions by 
Douglas Brethauer [and others] Prepared for the 
[U.S. Army] Corps of Engineers. 1977. 


xv, 217 p. ill. 79-622580 


- 9878 - 

UNIVERSITY OF TEXAS AT SAN ANTONIO. Institute 
of Texan Cultures. Who are the Chinese Texans ? 
Stories for young readers [by] Marian L. Martinello 
[and] William T. Field, Jr. [San Antonio, c1979] 
80 p. ill. 78-57796 


UTAH 


9879 - 
DEPT. OF EMPLOYMENT SECURITY. 
Vol. 3. Labor market information. 
Lake City] 64 p. 


Annual report. 
1977. [Salt 


- 9880 - 
DEPT. OF EMPLOYMENT SECURITY. Research and 
Occupational patterns of selected 
[Salt Lake City] 1977. 
(Its Occupational employment statis- 
79-622571 


Analysis Section. 
trade industries in Utah, 1976. 
ii, 48p. ill. 
tics) 


- 9881 - 
DEPT. OF SOCIAL SERVICES. Office of Planning and 


Research. Estimates and projections of low »ncome 
population in Utah, 1970-1985, by county. [Salt Lake 
City] 1977 [i.e. 1978] vi, 1021. 

Issued in cooperation with the Dept. of Community 
Affairs. 79-622570 


- 9882 - 

DEPT. OF TRANSPORTATION. Office of Policy and 
Systems Planning. Annual program report, Federal- 
aid highway programs. Sept. 1, 1978. [Salt Lake 
City] 135 p. ill. 76-641035 


- 9883 - 
DIVISION OF WILDLIFE RESOURCES. Biennial report. 
43d; 1976/78. [Salt Lake City] 63p. ill. 
Report period ends June 30. 75-646919 


GEOLOGICAL AND MINERAL SURVEY. Bulletin. 
[Salt Lake City] 


- 9884 - 


113. Geology and uranium-vanadium deposits of the 
San Rafael River mining area, Emery County, 
Utah, by Larry M. Trimble and Hellmut H. 
Doelling. 1978. v, 122p. ill. 

Issued in envelope with three maps of the 
Tidwell Mineral Belt and a map of the geology of 
the San Rafael mining area. 

$9.00. 79-622568 

- 9885 - 


- LAWS, STATUTES, ETC. Utah code annotated, 1953, 


replacement, containing general and permanent laws 
of the State in force at the close of the second special 
session of the forty-second Legislature, 1978. 
Indianapolis, Allen Smith Co. [c1978] 3v. 
Contents: —v. 8A. Utah uniform probate code. 
—v. 8B. Utah criminal code. —v. 8C. Code of 
criminal procedure. 53-6025 


OFFICE OF THE LEGISLATIVE AUDITOR GENERAL. 
Report to Utah State Legislature. [Salt Lake City] 


- 9886 - 

78-20. A performance audit of selected family health 
services programs, audit performed by Roy Dunn, 
Susan Elmer [and] Byron Jorgenson. 1978. 

iii, 65 p. ill. 79-622 586 


- 9887 - 

78-21. A performance audit of public transportation 
in Utah's public schools, audit performed by Wayne 
Welsh [and others] 1978. ii, 78 p. ill. 

79-622 587 
- 9888 - 

78-22. A performance audit of the law enforcement 
function for wildlife resources, audit performed 
by Roy Dunn, Byron Jorgenson [and] Kent Mohl- 
man. 1978. ii, 351. ill. 79-622588 


- 9889 - 

STATE BOARD OF EDUCATION. Directory of pupil 
personnel specialists by district, 1978-79. [Salt 
Lake City, n.d.] 43 p. 

Cover title: Pupil personnel services directory, 

1978-79, 


- 9890 - 

STATE BOARD OF EDUCATION. A meeting of the 
minds, a comprehensive plan for arts education in 
Utah, developed [in cooperation with] the Utah 
Alliance for Arts Education. Rev. [Salt Lake City] 
1978. 28p. ill. 


- 9891 - 
STATE BOARD OF EDUCATION. 
directory. 1978/79. Salt Lake City. 


Utah public school 
70 p. ill. 
79-635400 


- 9892 - 

STATE BOARD OF EDUCATION. Curriculum Division. 
An evaluation of the impact of the school programs of 
Ballet West, the Hansen Planetarium, the Utah Opera 
Company, and the Utah Symphony, by David E. Nel- 
son and Avery L. Glenn. [Salt Lake City] 1978. 

62 p. 
Issued in cooperation with the Division of Research 
and Planning, State Board of Education. 


- 9893 - 

STATE BOARD OF EDUCATION. Division of External 
Support Services. Annual estimated minimum 
school program of Utah school districts. 1978/79. 
Salt Lake City. 84p. ill. 


- 9894 - 

STATE BOARD OF EDUCATION. Division of External 
Support Services. Data Collection and Retrieval 
Center. Salary schedule information on Utah school 
districts [1978-79] Salt Lake City, 1978. 163 p. 


- 9895 - 

STATE BOARD OF EDUCATION. Executive Committee 
for Improving Discipline in Behavior and Studies. 
Improving student discipline in behavior and studies, 
by Paul M. Merrill [and] Steven A. Strickland. With 
assistance from Jack Welsh and Howard Christensen. 
[Provo] David O. McKay Institute [of Education] 
Brigham Young University, 1978. °473 p. 79-622572 


UNIVERSITY OF UTAH, Salt Lake City. Anthropological 
papers. Salt Lake City, University of Utah Press. 


- 9896 - 


99. Miscellaneous collected papers 19-24, by C. 

Melvin Aikens [and others] 1978. x, 163p. ill. 
79-622583 
- 9897 - 
UNIVERSITY OF UTAH, Salt Lake City. Engineering 

Experiment Station. Site characterization, 17th 

U.S. Symposium on Rock Mechanics held at Snowbird, 

Utah, August 25-27, 1976, preprint-proceedings, 

compiled by W.S. Brown, S.J. Green [and] W.A. 

Hustrulid. Sponsored with cooperation from U.S. 

National Committee for Rock Mechanics of the Nationa! 

Academy of Sciences/National Research Council. 

Salt Lake City, 1976. various pagings. 
$30.00. 


ill. 
79-622579 


- 9898 - 
UTAH STATE UNIVERSITY, Logan. Water Research 


Laboratory. Annual report, Utah Water Research 
Laboratory and Utah Center for Water Resources 
Research. Oct. 1978. Logan. vii, 104p._ ill. 


VERMONT 


- 9899 - 
DN*®PT. OF PUBLIC SAFETY. Biennial report. 
15th; 1976/78. [Montpelier] 68 p. ill. 
49-45379 


- 9900 - 
GOVERNOR. Executive budget. 
251 p. biennial. 


1979/81. [Montpelier] 
24-27293 


- 9901 - 
INDUSTRIAL DEVELOPMENT AUTHORITY. Annual 
report. 1975/76-1976/77. [Montpelier] 2v. ill. 
Report year ends June 30. 76-645576 


SECRETARY OF STATE. 
Montpelier. 


State papers of Vermont. 


v. 3, pt. 8. Journals ,., of the General 
Assembly of the State of Vermont, 1797-1799. 
Edited by Marlene B. Wallace. 1978. xiii, 721 p. 

79-622146 


SUPREME COURT. Reporte Si cases argued and deter- 
mined in the Supreme Court of the State of Vermont. 
Vol. 135; 1976/78. Bradford, Fox Pub. Corp. 

xviii, 717 p. 


Title on spine: Vermont reports. 34-34903 


VIRGIN ISLANDS 


- 9904 - 
DEPT. OF HOUSING AND COMMUNITY RENEWAL. 
Annual report. 1977/78. [Charlotte Amalie] 
iv, 34 p. 63-62951 


- 9905 - 
DEPT. OF PROPERTY AND PROCUREMENT. Annual 
report. 1977/78. [Charlotte Amalie] 84p. ill. 
Report year ends June 30. 63-62953 


VIRGINIA 


- 9906 - 

ATTORNEY GENERAL'S OFFICE. Opinions of the 
attorney general and report to the Governor of 
Virginia. 1977/78. Richmond, Dept. of Purchases 
and Supplies. Ixxxvii, 620 p. annual. 


Report year ends June 30. 7-23139 


- 9907 - 
AUDITOR OF PUBLIC ACCOUNTS. Report on compara- 
tive cost of city government. 1976/77. Richmond. 

26 p. annual. 


Report year ends June 30. 72-621637 
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VIRGINIA 


- 9908 - 

BOARD OF BEHAVIORAL SCIENCE. Regulations of 
the Board of Behavioral Science, adopted July 27, 
1977, effective October 7, 1977 [and] Regulations of 
the Alcoholism Counselor Certification Committee, 
adopted July 14, 1978, effective September 6, 1978. 
Statutes: Chapter 1.1, Title 54 [and] Chapter 24, 
Title 54. Richmond, Dept. of Commerce [1978] 
5-8, 9, 23-29, 49-55 p. 79-622043 


- 9909 - 
COMMISSION OF GAME AND INLAND FISHERIES. 
Study on the dangerous conflict between duck hunters 
and fishermen using the same public waters reported 
to the Governor and the General Assembly of Virginia. 
Richmond, Division of Purchases of Supply, 1979. 
[6] p. (House document no. 2) 


- 9910 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for correctional officers of State Department of 
Corrections, Division of Institutional Services 
[adopted: July 12, 1973, amended: August 17, 1978, 
effective: October 1, 1978. Richmond, 1978] 11p. 

79-622039 


- 9911 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for courthouse and courtroom security officers 
[adopted: March 8, 1973, amended: August 17, 1978, 
effective: October 1, 1978. Richmond, 1978] 6 p. 

79-622040 


- 9912 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for jailors or custodial officers of local criminal 
justice agencies [adopted: July 12, 1973, amended: 


August 17, 1978, effective: October 1, 1978. Rich- 
mond, 1978] 8 p. 79-622042 


- 9913 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for law enforcement officers [adopted: Aprii 28, 1971, 
amended: August 17, 1978, effective: October 1, 
1978. Richmond, 1978] 8 p. 79-622038 


- 9914 - 

CRIMINAL JUSTICE SERVICES COMMISSION. Rules 
relating to compulsory minimum training standards 
for local fire marshals and their assistants [adopted: 
September 11, 1975, amended: August 17, 1978, 
effective: October 1, 1978. Richmond, 1978] 6 p. 

79-622041 


9915 - 

DEPT. OF CORRECTIONS. Bureau of Research, Re- 
porting, and Evaluation. Virginia Department of 
Corrections published reports: an annotated index, 
1975-1977. [Richmond] 1978. unpaged. 79-622562 


- 9916 - 


DEPT. OF CORRECTIONS. Division of Program 
Development and Evaluation. Evaluation and Monitor- 


ing Unit. Impacts of the first year of the 1977 
Juvenile code revision. [Richmond] 1978. 13, x p. 
ill. 79-622561 


DEPT. OF CORRECTIONS. Division of Program Devel- 
cement and Evaluation. Research and Reporting Unit. 
eport. [Richmond] 


- 9917 - 
7818. Advanced officer training school: final report 
[by Stan Orchowsky] 1978. i, 561. 79.622548 


- 9918 - 
7821. Self-mutilation at the Pententiary and Pow- 


hatan [by Stan Orchowsky] 1978. vi, 361. ill. 
79-622549 


- 9919 - 
7821, suppl. Self-mutilation at the penitentiary and 


Powhatan: supplement. 1978. 101. ill. 
79-622551 


- 9920 - 

DEPT. OF EDUCATION. Division of Management 
Information Services. Fall membership in Virginia's 
public schools, 1978-79. Richmond, 1978. 194 p. 

79-622 552 


- 9921 - 
DEPT. OF MENTAL HEALTH AND MENTAL RETARDA- 
TION. Annual report. 1977/78. [Richmond] 
2, 1391. ill. 
Report year ends June 30. 


- 9922 - 

DEPT. OF WELFARE. Report on the feasibility of 
creating a joint homemaker-home health aid position 
reported to the Governor and the General Assembly 
of Virginia. Richmond, Division of Purchases and 
ae 1979. various pagings. (House document 
no. 10 

Issued in cooperation with the Dept. of Health. 


- 9923 - 

DIVISION OF LEGISLATIVE SERVICES. Liaison officers 
between State agencies and the General Assembly and 
its -y Richmond, 1979. 18p. (House document 
no. 


- 9924 - 

DIVISION OF MOTOR VEHICLES. Virginia motor 
vehicle dealer rules & regulations originally adopted 
December 31, 1946, revision effective July 15, 1978. 
[Richmond, 1978] 17 p. 


- 9925 - 

DIVISION OF STATE LABOR LAW ADMINISTRATION. 
Excerpts of Virginia labor laws, employment regula- 
tions affecting minors, establishment of regular pay 
periods, and payment of wages, minimum wage, and 
alien law. Richmond, 1978. 15 p. 


. - 9926 - 


EMPLOYMENT COMMISSION. Research 
Division. Special youth report, State of Virginia, 
prepared by M. Linda Childress and Jerry L. 
Harrison [in cooperation with the] U.S. Employment 
and Training Administration [and the U.S. Bureau of 
Labor Statistics] Richmond, 1978. 15p. ill. 


79-622560 


- 9927 - 
EMPLOYMENT COMMISSION. Manpower Research 
Division. Labor Market Analysis Unit. Report on 


women in Virginia, prepared |in cooperation with the 
U.S.] Employment and Training Administration and 
the U.S. Bureau of Labor Statistics. 
iv, 60p. ill. 


Richmond, 


1978. 79-622559 


- 9928 - 

EMPLOYMENT COMMISSION. Manpower Research 
Division. Labor Market Information Unit. Special 
report on veterans. repared in cooperation 
with] the U.S. Employment and Training Administra- 
tion and the U.S. Bureau of Labor Statistics. 
Richmond. iv, 50 p. ill. annual. 


GENERAL ASSEMBLY. oor of Delegates. Committee 
on Milita and Police. ~ Report... studying security at 
the seat of government of the Commonwealth to the 
House of Delegates. Richmond, Division of Purchases 
and Supply, 1979. 8p. (House document no. 16) 


- 9930 - 

GENERAL ASSEMBLY. Joint Legislative Audit and 
Review Commission. Management review: Virginia's 
Supplemental Retirement System. [Richmond] 1978. 
vi, 96p. ill. 

Cover title: Virginia Supplemental Retirement 
System. 79-622557 


- 9931 - 

GENERAL ASSEMBLY. Joint Legislative Audit and 
Review Commission. Operational review; the 
capital outlay process in Virginia. [Richmond, 
1978] iv, 94p. ill. 79-622555 


- 9932 - 

GENERAL ASSEMBLY. Joint Legislative Audit and 
Review Commission. Report. ..on Camp Pendeton 
to the Governor and the General Assembly of Virginia. 
Richmond, Division of Purchases and Supply, 1979. 
vi, 58p. ill. (House document no. 3) 

Issued in cooperation with the Camp Pendleton 
Task Force. 
Cover title: Special study: Camp Pendleton. 
79-622556 


- 9933 - 

GOVERNOR. Address of John N. Dalton, Governor to 
the General Assembly, Wenesday, January 10, 1979. 
Richmond, Division of Purchases and Supply, 1979. 
13 p. (Senate document no, 1) 79-622553 


- 9934 - 

[GOVERNOR'S OFFICE] Office of the Secretary of 
Administration and Finance. The plan for personnel 
management decentralization and the biennial report 
on personnel management to the Governor and the 
General Assembly of Virginia. Richmond, Division 
of Purchases and Supply, 1979. i, 25 p. ill. 
(House document no. 11) 79-622554 


- 9935 - 

[GOVERNOR'S OFFICE] Office of the Secretary of 
Human Resources. Report on developing a single 
purpose application and automatic referral service 
form reported to the Governor and the General 
Assembly of Virginia [by Patti Chrzan-Seelig] 
Richmond, Division of Purchases and Supply, 1979.. 
15 p. (House document no. 17) 


- 9936 - 
JUDICIAL COUNCIL. A report to the General Assembly 
and Supreme Court of Virginia. 1978. [Richmond] 
120 p. ill. biennial. A45-3410 


- 9937 - 

LAWS, STATUTES, ETC. Virginia contractors regis- 
tration law, Title 54, Chapter 7, Code of Virginia, 
1950 (as amended by acts of General Assembly, 1978) 
[and] Related statutes and rules and regulations... 
relating to the regulation of the practice of contracting 
in Virginia. Richmond, State Registration Board for 
Contractors, 1978. 20p. 


- 9938 - 

LAWS, STATUTES, ETC. The Virginia workmen's 
compensation act, annotated, 1975 and Rules of 
procedure before the Industrial Commission of 
Virginia. [Richmond] Industrial Commission, 1975. 
143 p. 

Printed by the Michie Co. 79-622044 
- 9939 - 

LAWS, STATUTES, ETC. Virginia's anti-litter laws. 
[Richmond, Division of Litter Control, Dept. of 
Conservation and Economic Development, 1977?] 
unpaged. 

- 9940 - 

MUSEUM [OF FINE ARTS] Richmond. Loie Fuller: 
magician of light, a loan exhibition at the Virginia 
Museum [held] March 12-April 22, 1979. Organized 
by Margaret Haile Harris. Richmond [1979] 

95 p. ill. 79-11027 
- 9941 - 

REVENUE RESOURCES AND ECONOMIC COMMISSION, 
Report...on sales tax on vending machines to the 
Governor and the General Assembly of Virginia. 
Richmond, Division of Purchases and Supply, 1979. 
10 p. (Senate document no. 10) 


- 9942 - 

REVENUE RESOURCES AND ECONOMIC COMMISSION. 
The taxation of real and personal property in Virginia. 
Richmond, 1978. xii, 257 p. (Its Staff report) 

79-622 564 
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- 9943 - 
SECRETARY OF THE COMMONWEALTH. Report to 
the Governor and the General Assembly of Virginia. 
1977/78. Richmond. 506p. annual. 10-33120 


- 9944 - 

STATE BOARD OF MEDICINE. Rules and regulations 
relating to: medicine and surgery, osteopathy and 
surgey, clinical psychology, podiatry, chiropractic, 
naturopathy, physical therapy, physicans’ assistants- 
categary I and/or podiatrists’ assistants [and] physi- 
cians' assistants-category II (Department of Correc- 
tions) adopted December 4, 1977 and April 16, 1978, 
effective July 1, 1978. Portsmouth [1978] 50 p. 

Cover title: Rules and regulations of healing arts 
licensed and regulated by the Virginia State Board of 
Medicine. 79-622036 


- 9945 - 
STATE LIBRARY, Richmond. 
68th-72d; 1972/73-1976/77. 
annual. 
Report year ends June 30. 


Report. 
Richmond. 5v. 
6-935 


- 9946 - 
UNIVERSITY OF VIRGINIA, Charlottesville. Financial 
report. 1977/78. [Charlottesville] 22 p. ill. 


annual. 

Report year ends June 30. 73-643360 
- 9947 - 

UNIVERSITY OF VIRGINIA, Charlottesville. Institute 
of Government. Tax rates in Virginia counties, a 
compilation and analysis of tax rates in Virginia 
counties. 3d; 1977. By Bruce Ransom. Charlottes- 
ville. v, 83 p. annual. 


- 9948 - 

UNIVERSITY OF VIRGINIA, Charlottesville. Tayloe 
Murphy Institute. Consumer price indicators for 
Virginia metropolitan areas, 1978 [by] Eleanor G. 
May. Charlottesville, 1978. iii, 52 p. ill. 

79-622558 


- 9949 - 
UNIVERSITY OF VIRGINIA, Charlottesville. Tayloe 


Murphy Institute. Virginia economic outlook, 1979 
[by] Charles O. Meiburg and Eleanor G. May. 
[Charlottesville] 1979. ix, 38p. ill. 79.629563 


- 9950 - 

VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Soil survey of Chester- 
field County, Virginia [by R.L. Hodges. Blacks- 
burg, 1978] iii, 115, 63 p. ill. 

Issued in cooperation with the U.S. Soil Conserva- 
tion Service. 


- 9951 - 

VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Dept. of Geography. 
Serial publications in geography. No. 4; 1978. 
Compiled by John D. Stephens. Blacksburg. 

iii, 88 p. annual. 


- 9952 - 

VIRGINIA POLYTECHNIC INSTITUTE AND STATE 
UNIVERSITY, Blacksburg. Donaldson Brown 
Center for Continuing Education. Southeastern 
Trout Resource: Ecology and Management Sym- 
posium, proceedings [held] October 24-25, 1975. 
Blacksburg [1978] iii, 145 p. ill. 

Issued in cooperation with the Southeastern 
Forest Experiment Station, U.S. Forest Service. 
79-622565 


WASHINGTON 


- 9953 - 

ATTORNEY GENERAL'S OFFICE. Operation identifica- 
tion inventory book, an invaluable record of valuables. 
{Olympia, n.d.] unpaged. 

Issued in cooperation with the Association of 
Sheriffs and Police Chiefs. 


- 995 
DEPT. OF ECOLOGY. Coastal accretion and erosion 
in southwest Washington, by James B. Phipps and 
John M. Smith. Olympia [1978] 75 p. ill. 
WA/DOE/CZ/78-12. 79-6226 14 


- 9955 - 
DEPT. OF ECOLOGY. Puget Sound shore erosion 


protection study, by Thomas Terich. Olympia, 
1978. 55 p. ill. 


WA/DOE/CZ/78-11. 79-622615 


DEPT. OF FISHERIES. Technical report. [Olympia] 


- 9956 - 
38. The effect of daily flow fluctuations on spawning 
fall chinook in the Columbia River [by] Kevin 
Bauersfeld. 1978. ii, 32 p. ill. 


DEPT. OF NATURAL RESOURCES. 
[Olympia] 


DNR notes, 


- 9957 - 
25. Predicting DBH from stump DIB and stump 
height for second growth Douglas fir, by Charles 
J. Chambers, Jr. 1978. 2p. 


DEPT. OF NATURAL RESOURCES. 
Olympia. 


DNR report. 


- 9958 - 
22. Empirical yield tables for the Western Hemlock 
Zone, by Charles J. Chambers and Franklin M. 
Wilson. Rev. 1978. iv, 12p. ill. 


DEPT. OF NATURAL RESOURCES. Report. 
[Olympia] 
- 9959 - 
11. Income from management of State Forest Board 
lands. 1977. 8p. ill. annual. 


- 9960 - 
DIVISION OF GEOLOGY AND EARTH RESOURCES. 
Geologic publications. [Olympia] 1978. 29 p. 


VIRGINIA 


DIVISION OF HEALTH SERVICES. Water Supply and 
Waste Section. Bulletin ES. [Olympia] 


- 9961 - 
1. A septic tank system for your home, an owner's 
manual for septic tank maintenance and design. 
Rev. 1978. 36p. ill. 


- 9962 - 

DIVISION OF PUBLIC TRANSPORTATION. How to 
redesign transit routes ana schedules in response to 
changing ridership trends in smaller systems, by 
W.L. (Mike) Derbonne. [Prepared in cooperation 
with a Western Washington University study group 
and the Bellingham Transit System. Olympia, 1978] 
x, 192 p. ill. 


- 9963 - 
EMPLOYMENT SECURITY DEPT. Research and 
Statistics Branch. Veterans, their return to the 
job market [by Janice Ordos. Olympia, 1978] 


iv, 34p. ill. 79-622574 
- 9964 - 
GOVERNOR. Budget. 1979/81. [Olympia] 
36, 1008 p. ill. biennial. 26-27032 
- 9965 - 
GOVERNOR. Budget summary. 1979/81. [Olympia] 
140 p. ill. biennial. 
- 9966 - 


LAWS, STATUTES, ETC. Laws and regulations, 
water resources. Olympia, Dept. of Ecology, 1978. 
various pagings. ill. 


- 9967 - 
LAWS, STATUTES, ETC. Laws pertaining to veterans, 
compiled by Dept. of Veterans Affairs. [Olympia] 
1978. vi, 164 p. 


- 9968 - 

LEGISLATURE. House of Representatives. Office of 
Program Research. The legal relationship between 
Washington State and its reservation-based Indian 
tribes [by Tim Burke. Rev.] Olympia, 1978. 


- 9969 - 

OFFICE OF ARCHAEOLOGY AND HISTORIC PRESER- 
VATION. Archaeology in Washington. [Olympia, 
1978] folder. ill. 

Issued in cooperation with the Archaeological 
Research Center, Washington State University. 

The office was established by Session laws, 1977, 
Ch. 195, approved June 10, 1977. 


- 9970 - 


OFFICE OF COMMUNITY DEVELOPMENT. Washington 
State plan for a program of weatherization assistance 
to low-income persons under Title IV of the Energy 
conservation and production act, fiscal year 1978. 
[Prepared for the] U.S. Dept. of Energy. 
1978. 


Olympia, 


50, 3, 32, 5, 2, 4p. + 79-622617 


WASHINGTON 


- 9971 - 
OFFICE OF FINANCIAL MANAGEMENT. State of 
Washington pocket data book. 1978. Olympia. 


iii, 274 p. ill. annual. 

- 9972 - 

OFFICE OF THE SUPERINTENDENT OF PUBLIC 
INSTRUCTION. Washington education directory. 
1978/79, [By Barbara Krohn and Associates. 
Olympia] 157 p. 

$10.50; available from: Barbara Krohn and 
Associates, 835 Securities Bldg., Seattle, Wash. 
98101. 
- 9973 - 

PLANNING AND COMMUNITY AFFAIRS AGENCY. 
Local Government Services Division. Washington 
State resource directory for local jurisdictions, 
prepared by Raye Jean Saar, editor. Olympia [1978] 
various pagings. 79-622641 

SALMON CULTURE DIVISION. Hatchery statistical 
records report. [Olympia] 

- 9974 - 


7. Hatchery production investigation catalog, 1974 
brood [by] Tony Rasch [and] Robert Foster. 1978. 
ii, 68p. ill. 


- 9975 - 


Voters and candidates 
1978. [Olympia] 


SECRETARY OF STATE. 
pamphlet, State general election. 
7v. ill. annual. 

- 9976 - 

STATE CENTER FOR HEALTH STATISTICS. Health 
Data Section. Vital statistics summary, Washington 
State. 1977. [By Ruth Lindsey and Sharon George. 
Olympia] x, 68 p. ill. annual. 

Cover title: Report: vital statistics. 

STATE DEPT. OF GAME. Biological bulletin. 


[Olympia] 
- 9977 - 
15. The Okanogan mule deer, by Don L. Zeigler. 
1978. x, 106p. ill. 


Issued in cooperation with the Okanogan National 
Forest, U.S. Forest Service. 79-622597 
- 9978 - 


STATE DEPT. OF REVENUE. 
1975-76. [Olympia] 2 v. 
Issued in cooperation with the Office of State 
Auditor. 
Includes Levies due in 1975; 1976. 
- 9979 - 


STATE DEPT. OF REVENUE. Research and Informa- 


Property tax collections, 


tion Division. Tax statistics. 1978. [Olympia] 
80 p. ill. 74-646271 


- 9980 - 


STATE EMPLOYMENT DEVELOPMENT SERVICES 
COUNCIL. Report on employment and training 
programs for adult offenders in Washington State 
[by] Christine E. Gowdey [and] George C. Turnbull, 
Jr. Conducted at the request of the House Institu- 
tions Committee, Washington State Legislature. 
[Olympia] 1978. 2v. ill. 

Contents: —v. 1. Discussion and recommenda- 
tions. —v. 2. Resources directory and program 
descriptions. 7$-622576 
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- 9981 - 

STATE LIBRARY, Olympia. Guidelines for achieving 
cost effective library service for the residents of 
Whatcom County, Washington: a feasibility study for 
the Bellingham Public Library and the Whatcom 
County Library, by Raymond M. Holt. [Olympia] 
1977. iii, 101p. ill. 


- 9982 - 
STATE LIQUOR CONTROL BOARD. Report. 
45th; 1977/78. [Olympia] 208 p. ill. annual. 
Report year ends June 30. 35-27844 


9983 - 

SUPREME COURT. Washington reports, cases deter- 
mined in the Supreme Court of Washington. Vol. 89, 
2d; Sept. 1, 1977/Apr. 21, 1978. [Olympia] 

xxxiv, 1127 p. 41-1146 


~ 9984 - 
TRAFFIC SAFETY COMMISSION. Highway safety plan, 
fiscal years 1979-1981. [Olympia] 1978. various 
pagings. ill. 79-622575 


- 9985 - 

TREASURY DEPT. Annual report [of the] State 
treasurer to the Governor and Legislature. 1977/78. 
Olympia, State Printing Plant. viii, 48 p. ill. 

Report year ends June 30. 


- 9986 - 
WASHINGTON STATE UNIVERSITY, Pullman. College 


of Engineering. Biennial report. 1976/78. 
[Pullman] p. ill. 

Report period ends in June. 

Issued as its Quest, v. 14, no. 1. 


WASHINGTON STATE UNIVERSITY, Pullman. Coopera- 
tive Extension Service. Extension bulletin. Pull- 
man. 


- 9987 - 
697. Weatherizing your home [by Walter H. Hill. 
1978] 18p. ill. 
- 9988 - 
698. Principles of weed control [by D.G. Swan. 
1978] 16p. ill. 
Has variant series title: EB. 
- 9989 - 
699. Garfield and tracer, Alaska type peas [by 
Fred J. Muehlbauer and Kenneth J. Morrison. 
1978. 3]p. ill. 


- 9990 - 
702. The care of dogs and puppies [by Washington 


State 4-H Dog Project Curriculum Development 
Committee. 1978] 26p. ill. 


WASHINGTON STATE UNIVERSITY, Pullman. Coopera- 
tive Extension Service. EM. Pullman. 


- 9991 - 
4087. Leaders guide, six departments of your life 
[by Margaret A. Viebrock] 1978. 2p. ill. 
(Its Techniques for effective teaching) 


- 9992 - 
4088. Six departments of your life [by Margaret A. 
Viebrock and Lester N. Liebel] 1978. 2p. 
(Its Techniques for effective teaching) 


- 9993 - 
4098. The physical setting for the group meeting [by 
Marguerite P.Schroeder] 1978. 2p. (Its 
Techniques for effective teaching) 


9994 - 
4099. Checklist for arranging materials and space 
for the group meeting [by Marguerite P. Schroeder] 
1978. 2p. (Its Techniques for effective teaching) 


- 9995 - 
4101. Preparing to teach a lesson [by Margaret A. 
Viebrock and Bertieann L. Peters} 1978. 2p. 
(Its Techniques for effective teaching) 


- 9996 - 
4203. Sclerotina disease (white mold) of bean [by 
Roy M. Davidson, Jr. and Ralph S. Byther] 
1978. 3p. ill. (Its Plant diseases) 


- 9997 - 
4225. Planning the room arrangement for a meeting 
in a home [by Bertieann Peters] 1978. [2] p. 
ill. (Its Techniques for effective teaching) 


- 9998 - 
4226. Understanding ourselves and others, a positive 
view of self, leader's guide [by Lester N. Liebel] 
1978. [2] p. (Its Techniques for effective teaching) 


~ 9999 - 

4228. Understanding ourselves and others, thirteen 
ways to keep enthusiastic, prepared by Lester N. 
Liebel. 1978. [1]1. (Its Techniques for 
effective teaching) 


- 10000 - 
4245. Pea wilt and pea root rots in the home garden 
{by Roy M. Davidson, Jr. and Ralph S. Byther] 
1978. 2p. (Its Plant diseases) 


10001 - 
4258. Forestry day activities guide [by John Munn] 
1977. 50p. ill. 


- 10002 - 
4261. Late blight of potato and tomato [by Roy M. 
Davidson, Jr. and G.D. Easton] 1978. 3p. ill. 
(Its Plant diseases) 


~ 10003 - 
4262. Root rots of raspberry and strawberry in the 
home garden [by Roy M. Davidson, Jr. and Ralph 
S. Byther] 1978. 2p. (its Plant diseases) 


- 10004 - 
4292. Seedcorn maggot [by Arthur H. Retan and 
James Fisher] 1978. 2p. ill. (Its Insect 
answers) 


WASHINGTON 


- 10005 - 
4313. Disease control recommendations for narcissus 
7 Charles J. Gould and Ralph S. Byther] 1978. 
2] p. 


- 10006 - 
4314. Disease control recommendations for bulbous 
iris [by Charles J. Gould and Ralph S. Byther] 
1978. [2] p. ill. 


- 10007 - 
4315. Disease control recommendations for tulips [by 
Charles J. Gould and Ralph S. Byther] 1978. 
[2] p. 


- 10008 - 
4318. Slug control [by Arthur L. Antonelli] 1978. 
3p. ill. (Its Insect answers) 


- 10009 - 
4319. White pine weevil [by Arthur L. Antonelli and 
Sharon Collman] 1978. 2p. ill. (Its Insect 
answers) 


- 10010 - 
4320. Fall webworm [by Arthur L. Antonelli] 1978. 
2p. ill. (Its Insect answers) 


- 10011 - 
4321. Birch leafminer [by A.L. Antonelli] 1978. 
2p. ill. (Its Insect answers) 


- 10012 - 
4322. Spruce aphid [by Roy Davidson and Arthur L. 
Antonelli] 1978. 2p. ill. ({ts Insect answers) 


- 10013 - 
4323. Carpet bettles [by Sharon Collman and Arthur 
L. Antonelli] 1978. 3p. ill. (its Insect 
answers) 


- 10014 - 
4325. Washington 4-H forestry project leaders’ 
guide [by Ralph D. Wilkinson] 1978. 31p. ill. 


- 10015 - 
4326. IFYE/YDP application, selection, and financing 
guidelines [by Lucille A. Linden] 1978. 2p. 


- 10016 - 
4334. Commercially grown strawberries; insect, 
disease, and weed control guide for Washington 
State [by C.H. Shanks and others] 1978. 11p. 


- 10017 - 
4335. Care of leather & suede garments [by Dorothy 
A. Ettl] 1978. 2p. 


- 10018 - 
4337. Blueberry plantings [by C.C. Doughty and D.V. 
Peabody] 1978. 3p. (Its Western Washington 
weed control guide) 


WEST VIRGINIA 


- 10019 - 
4338. 4-H dairy pedigree judging. 1978. 5p. 


- 10020 - 
4342. Raising dairy calves [by Grady F. Williams] 
1978. 10p. ill. 


- 10021 - 
4349. Guidelines to on the spot-foods activity for 
4-H members and leaders, prepared by Lynn 
Price. 1978. [1] 1. 


- 10022 - 


WASHINGTON STATE UNIVERSITY, Pullman. Engineer- 
ing Extension Service. Symposium: the Dead Soft- 
wood Timber Resource, proceedings of session held 
May 22, 23, 24, 1978, Spokane, Washington. Spon- 
sored in cooperation with Pacific Northwest Forest 
and Range Experiment Station, Timber Quality Re- 
search Project. Pullman [1978?] ix, 206 p. ill. 

79-622578 


- 10023 - 

WATER QUALITY DIVISION. Oil related water pollution, 
incidents reported in Washington State during 1975, a 
statistical summary. [Olympia] 1978. 217 p. 

On t. p.: 78-13. 79-622616 


- 10024 - 

WATER QUALITY DIVISION. Oil related water pollution 
incidents reported in Washington State during 1976. 
Olympia, 1979. 156 p. 

On t.p.: 79-2. 79-622610 


- 10025 - 
WATER QUALITY MANAGEMENT DIVISION. 
Water quality assessment report. 3d; 1978. 
Olympia, State Dept. of Printing. 57 p. ill. 
76-642693 
WATER RESOURCES MANAGEMENT DIVISION. _ Policy 
Development Section. Basin program series. 
Olympia. 


~ 10026 - 


1. Water resources management program, Little 
Spokane River Basin water resources inventory 
area no. 55 [by] Seung K. Chung. 1978. 

vi, 79p. ill. 79-622600 
- 10027 - 


8. Water resources management program, John Day 
and McNary Pools, Columbia River. 1978. 
16, Alp. ill. 79-622601 


WEST VIRGINIA 
- 10028 - 


BOARD OF REGENTS. Planning and Management 
Information Systems Section. Student enrollment 
report, West Virginia institutions of higher education. 
1st semester, 1978/79. [Charleston] 52 p. ill. 
annual. 73-644283 


- 10029 - 


DEPT. OF VETERANS AFFAIRS. Annual report. 
1977/78. [Charleston] 291. ill. 
Report year ends June 30. 58-28681 
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WEST VIRGINIA 


- 10030 - 
LEGISLATURE. Senate. West Virginia blue book. 
Vol. 62; 1978. Compiled and edited by J.C. Dillon, 
Jr., Bethel Adkins, and Karl C. Lilly. Charleston, 
Jarret Print. Co. viii, 1105p. ill. annual. 
16-11743 
- 10031 - 
OFFICE OF EMERGENCY SERVICES. Annual 
report. 1977/78. Charleston. 201. 
Report year ends June 30. 


~ 10032 - 

OFFICE OF THE ADJUTANT GENERAL. Annual 
report of the adjutant general. 1977/78. [Charles- 
ton] 45p. ill. 

Report year ends June 30. 


75-643558 


- 10033 - 

PURCHASING PRACTICES AND PROCEDURES COM- 
MISSION. Report to the West Virginia Legislature. 
10th; 1979. [Charleston] 44p. + annual. 

74-623162 

WEST VIRGINIA UNIVERSITY, Morgantown. Coal 

Research Bureau. Technical report. Morgantown. 


- 10034 - 
153. Lightweight flyash brick, by John F. Slonaker. 
1978. 12p. 
- 10035 - 


154. Influence of ultrasound on liquid flow through 
inhomogeneous media [by] Harold V. Fairbanks. 
[19787] 6p. ill. 


10036 - 
155. Effect of ultrasound on liquid flow through 


porous materials, by Harold V. Fairbanks. 
[1978?] 9p. ill. 


- 10037 - 
156. Ammonia from coal-an economic evaluation, by 
Sidney Katell. [19787] 6p. 


- 10038 - 
157. Leaching rates of coal associated metals, by 
David J. Akers. 1978. 5p. 


- 10039 - 
158. Roof bolting patterns at three-way intersections, 
by S. Okubo and S.S. Peng. 1978. 35p. ill. 


~ 10040 - 
159. Characterizatian of coal refuse, by William H. 
Buttermore, Edward J. Simcoe, and Marilyn A. 
Maloy. [n.d.] 137p. ill. 


- 10041 - 
160, Uranium in coal and carbonaceous rocks in 
the United States and Canada: an annotated biblio- 
graphy, by John K. Alderman [and others. 


n.d.] 21 p. 79-622573 


- 10042 - 
161. The cost engineer in research, by Sidney 
Katell. [19787] 5p. 


WISCONSIN 
10043 - 


BUREAU OF HEALTH STATISTICS. Section of Statisti- 


cal Services. Blood alcohol testing for motor vehicle 
deaths, Wisconsin. 1977. [Madison] v, 33 p. 
ill. 


- 10044 - 


COASTAL ZONE MANAGEMENT DEVELOPMENT 


PROGRAM. Wisconsin coastal history trails: Lake 
Michigan, prepared by James Purinton. Madison, 
1976. 70p. ill. 

Issued with a map of Lake Michigan coastal history 
trails. 


- 10045 - 


COASTAL ZONE MANAGEMENT DEVELOPMENT 


PROGRAM. Wisconsin history trails: Lake 
Superior, prepared by James Purinton. Madison, 
1976. 45p. ill. 

Issued with a map of Lake Superior coastal history 
trails. 


- 10046 - 


DEPT. OF ADMINISTRATION. Demographic Services 


Center. Estimated size and number of households 
and families in Wisconsin: 1970-1978, procedure 
and results [by] Balkrishna D. Kale [and] Robert K. 
Naylor. Madison, 1978. 6 p. 


- 10047 - 


DEPT. OF ADMINISTRATION. Demographic Services 


Center. Provisional migration estimates for the 
elderly in Wisconsin: 1979-1975, methodology and 
results [by] Balkrishna D. Kale, Stephen J. Drake 
{and] Henry C. Krebs. Madison, 1978. 4p. ill. 


- 10048 - 


DEPT. OF ADMINISTRATION. Demographic Services 


Center. Revised population projections, persons 
age 65 & over, by county for period 1970-1985, 
prepared by Bal Kale, Stephen Drake, and Henry 
Krebs. Madison, 1978. unpaged 79-622612 


- 10049 - 


DEPT. OF ADMINISTRATION. Office of Program and 


Management Analysis. Land records: the cost to the 
ciiizen to maintain the present land information base: 
a case study of Wisconsin [by Barbara Larsen and 
others] Sponsored by the Council of State Govern- 
ments. Conducted in conjunction with the University 
of Wisconsin, Institute for Environmental Studies, 
Environmental Monitoring and Data Acquisition 
Group. Madison, 1978. vi, 64p. ill. 


79-622611 


- 10050 - 


DEPT. OF NATURAL RESOURCES. Freshwater 


angling records: world's record and Wisconsin's 
~ ag fish as of January 1, 1978. Madison [1978. 
2\ p. 


- 10051 - 


DEPT. OF NATURAL RESOURCES. Natural (interpre- 


tive) program in State parks and forests (summer 
1977) [Madison, n.d.] 5p. 


- 10052 - 


DEPT. OF NATURAL RESOURCES. Private fish 
hatcheries providing warmwater fish stocking, 1978. 


Madison [1978. 1] 1. 


- 10053 - 


DEPT. OF NATURAL RESOURCES. Wisconsin State 
trails. Madison[n.d. 2]p. ill. 


- 10054 - 
DEPT. OF NATURAL RESOURCES. Wisconsin State 
trails. [Madison, n.d. 2] p. 


- 10055 - 
DEPT. OF NATURAL RESOURCES. Wisconsin's 
trout and salmon finclip list, Lake Michigan-1976 
[by Paul T. Schultz. Madison, n.d. 2]p. ill. 


DEPT. OF PUBLIC INSTRUCTION. Bulletin. 
[Madison] 


- 10056 - 

7163. Final report of the Minority Role Stereotyping 
Sub-Task Force of the State Superintendent's Task 
on Freedom for Individual Development: Role 
Stereotyping in Wisconsin's Schools. 1976. 


xv, 21llp. ill. 
- 10057 - 
8110. Wisconsin public school directory. 1978/79. 
xxxvii, 116 p. 
10058 - 


8135. Wisconsin nonpublic school directory. 
1978/79. 164p. 


- 10059 - 


DEPT. OF PUBLIC INSTRUCTION. [Division for 
Management and Planning Services| Information 
Systems [Section] Alpha school districts with 


enrollments by district. 1974/75-1977/78. 
Madison. 4v. (Its Information series) 


- 10060 - 

[DEPT. OF TRANSPORTATION] Explanation of 1975 
Assembly bill 930, the proposed State of Wisconsin 
integrated transportation program. [Madison] 1975. 
32 p. 79-622049 


- 10061 - 

DIVISION OF PERSONNEL. Classification and compen- 
sation plan for positions in the classified service and 
selected positions in the executive salary schedule. 
1978/79. [Madison] iv, 239 p. 

The division was created by Ch. 196, Laws of 
1977, effective Feb. 7, 1978. 


- 10062 - 

[DIVISION OF STATE-LOCAL AFFAIRS] Municipal 
Management Services [Section] Local governments’ 
purchasing practices and procedures survey data. 
[Prepared for the Study Committee on Improved 

Public Purchasing] Madison, 1975. 26, 141. + 


- 10063 - 

HEALTH POLICY COUNCIL. Crossroads health care 
for rural Wisconsin [by Lora Collins, Douglas N. 
Mormann, and Randall A. Neff. Madison, 1976] 

vi, 65p. ill. 
Issued by the Health Resource Committee, a 
joint committee of the State Medical Society of 
Wisconsin and the Health Policy Council. 
79-622608 


- 10064 - 
HEALTH POLICY COUNCIL. What next in rural 
health? Proceedings, Wisconsin first Rural Health 
Care Conference [held] April 2, 1976, Oshkosh, 
Wisconsin. [Madison, n.d.] vi, 106 p. ill. 
Issued by the Health Resource Committee, a 
joint committee of the State Medical Society of 
Wisconsin and the Health Policy Council. 79-622607 


LEGISLATIVE COUNCIL. Discussion paper. Madison. 


- 10065 - 

78-8. Suggestions relating to domestic violence 
presented at the Milwaukee and Wausau public 
hearings, prepared by Gordon Anderson [for 
the Legislative Council's] Special Committee on 
Domestic Violence. . 1978, 31. 


- 10066 - 

78-9. Projections and comparisons of alternative 
formulas for providing State aid to public library 
systems [by Jane R. Henkel. Prepared for the 
Legislative Council's Special Committee on Library 
Laws] 1978. 53 p. 


- 10067 - 

78-17. Appointment and placement of the Radiation 
Protection Council, prepared by Leslie Watson. 
[for the Legislative Council's] Subcommittee on 
Radioactive Waste Management. 1978. 51. 

- 10068 - 

78-18. The relation of WLCS; 420/3 to the Wisconsin 
environmental policy act, prepared by John Stol- 
zenberg [for the Legislative Council's] Subcom- 
mitte on Radioactive Waste Managment. 1978. 
4, 9p. 

- 10069 - 

78-19. Issues relating to the use of school busses to 
transport elderly persons, prepared by Bill Ford 
[for the Legislative Council's] Special Committee 
on School Bus Laws. 1978. 41. 

- 10070 - 

78-20. Increased penalties for persons who are 
convicted a second or subsequent time for domestic 
battery, prepared by Richard N. Sweet. 1978. 
31. 

Issued by its Special Committee on Domestic 

Violence. 


- 10071 - 

78-21. Use of uniform crime reporting system for 
collection of domestic battery statistics, pre- 
pared by Richard N. Sweet. 1978. 13 p. 

Issued by its Special Committee on Domestic 
Violence. 


| 


- 10072 - 

78-22. Training for law enforcement officers re- 
lating to domestic violence requirements, pre- 
pared by Karen Morgan. 1978. 6p. 

Issued by its Special Committee on Domestic 
Violence. 


- 10073 - 
78-23. Criminal penalties for threats and threats 
with weapons, prepared by Karen Morgan and 
Gordon A. Anderson. 1978. 5p. 


Issued by its Special Committee on Domestic 
Violence. 


- 10074 - 

78-24. Policy options on the decommissioning of 
nuclear power plants [by John Stolzenberg. Pre- 
pared for the Legislative Council's Special Com- 
mittee on Solid Waste Management's Subcommittee 
on Radioactive Waste Management] 1978. 17 p. 


- 10075 - 

78-25. Possible new State level responsibilities re- 
lated to library services, prepared by Jane R. 
Henkel [for the Legislative Council's] Special Com- 
mittee on Library Laws. 1978. 


- 10076 - 

78-26. Categories of the chronically mentally ill 
population and the nature of support systems for 
each category [by Julie Greenberg. Prepared for 
the Legislative Council's Special Committee on 
Care of the Mentally Ml] 1978. 71. 


- 10077 - 

78-27. Funding-related problems in the care of the 
chronically mentally ill [by Julie Greenberg. Pre- 
pared for the Legislative Council's Special Com- 
mittee on Care of the Mentally ll] 1978. 81. 


- 10078 - 

78-28. Proposed draft legislation to regulate trans- 
portation of handicapped adul‘s and to amend the 
definition of school bus under Wisconsin law [by 
Bill Ford. Prepared for the Legislative Council's 
Special Committee on School Bus Laws] 1978. 

14 p. 


- 10079 - 

78-29. Analyses of proposals for long-term liability 
for companies mining in Wisconsin, prepared by 
Julie Greenberg and Dave Stute [for the Legislative 
Council's] Committee on Mining. 1978. 7p. 


- 10080 - 

78-30. Standards for involuntary commitments, 
prepared by Richard Sweet. 1978. 5p. 

Issued by its Special Committee on Domestic 
Violence. 
- 10081 - 

78-31. State employment relations: possible changes 
in JCOER procedures consistent with the concept of 
"singleness of management" [by Dan Fernbach. 
Prepared for the Legislative Council's Special 
Committee on State Employment Relations] 1978. 
13 p. 


- 10082 - 

78-32. Regulation of nonmetallic mining in Wiscon- 
sin, prepared by Julie Greenberg [for the Legis- 
lative Council's Committee on Mining's] Sub- 
committee on Reclamation of Nonmetallic Minning. 
1978. 61. 


- 10083 - 

78-33. Suggestions relating to juvenile correctional 
facilities, prepared by Richard N. Sweet and 
Shaun P. Haas [for the Legislative Council's] 
Special Committee on Juvenile Correctional 
Facilities. 1978. 4p. 


- 10084 - 

78-34. Statute of limitation issues relating to pro- 
duct liability, prepared by Barbara Heaney [for the 
Legislative Council's] Special Committee on Pro- 
duct Liability. 1978. 9p. 


- 10085 - 

78-35. Proposal for the study of special, private, 
and local laws, prepared by Mark C. Patronsky 
[for the Legislative Council's] Special Committee 
on Constitutional and Statutory Review's Sub- 
committee on Special, Private, and Local Laws. 
1978. 31. 


LEGISLATIVE COUNCIL. RL. Madison. 


- 10086 - 

75-20. Legislation relating to regulation of lobbying, 
A.B. 1404, revising State statutes relating to 
regulation of lobbying, by Shaun P. Haas. 1976. 
101. 

At head of title: Report no. 20 to the 1975 
Legislature. 


- 10087 - 

77-32. Legislation relating to a single level trial 
court and judicial discipline and removal (Senate 
bill 720) 1978, vii, 21 p. ill. 

At head of title: Report no. 32 to the 1977 
Legislature. 


LEGISLATIVE COUNCIL. Staff brief. Madison. 
- 10088 - 

78-2. Juvenile correctional facilities in Wisconsin: 
an overview [by Richard Sweet. Prepared for the 
Legislative Council's Special Committee on 
Juvenile Correctional Facilities] 1978. ii, 42 p. 


10089 - 

78-3. The activities of the Wisconsin Solid Waste 
Recycling Authority and its relationship to other 
solid waste management programs in Wisconsin 
[by Julie Greenberg. Prepared for the Legislative 
Council's Special Committee on Reduction and 
Recycling of Solid Waste] 1978. i, 38 p. 


- 10090 - 

78-4, Selected deferred prosecution programs in 
Wisconsin and other States [by Jim Schneider, 
Prepared for the Legislative Council's Special 
Committee on Domestic Violence] 1978. i, 27 p. 


- 10091 - 
78-5. The criminal justice system in Wisconsin: an 
overview [by Ronald Sklansky] 1978. i, 91. 
Issued by its Special Committee on Criminal 
Justice and the Physically and Developmentally 
Disabled. 


- 10092 - 
78-6. Indeterminate sentencing and alternatives [by 
Richard Sweet. Rev. by Ronald Sklansky] 1978. 
i, 39p. ill. 
Issued by its Special Committee on Determinate 
Sentencing. 


- 10093 - 

78-7. Legislative role in collective bargaining with 
State employes in selected States [by Jane Henkel. 
Prepared for the Legislative Council's Special 
Committee on State Employment Relations] 1978. 
14 p. 


- 10094 - 

78-8. Recodification of the statutes relating to 
alcoholic beverages: background of the study, 
committee assignment and possible new structure 
for alcoholic beverage statutes [by Jane Henkel. 
Prepared for the Legislative Council's Special 
Committee on the Recodification of Alcoholic 
Beverage Laws] 1978. 12 p. 


- 10095 - 

78-9. Amending the Wisconsin constitution [by James 
Schneider, Prepared for the Legislative Council's 
Special Committee on Constitutional and Statutory 
Review] 1978. ii, 45 p. 


- 10096 - 
78-10. The relation of State government to small 
business: an overview [by Mark C. Patronsky 
and others. Prepared for the Legislative Council's 
Special Committee on Small Business] 1978. 
ii, 24 p. 


- 10097 - 

78-11. An introduction to the feasibility of gasohol 
production and use in Wisconsin [by Kathleen 
Lipp. Prepared for the Legislative Council's 
Natural Resources Committee] 1978. i, 33 p. 


- 10098 - 

78-12. Article I of the Wisconsin constitution 
relating to suffrage [by James Schneider and Ron 
Sklansky. Prepared for the Legislative Council's 
Special Committee cn Constitutional and Statutory 
Review] 1978. ii, 14p. 


OFFICE OF THE COMMISSIONER OF CREDIT UNIONS. 
Information bulletin. Madison. 


- 10999 - 
1-75. Personal loan delinquency-1974, expense 
ratios-1974. 1975. 27-331. 


- 10100 - 
1-76, Personal loan delinquency-1975, expense 
ratios-1975, dividend rates paid on member 
share accounts-1975. 1976. 35-41 p. 


- 10101 - 
STATE HISTORICAL SOCIETY. Madeline Island 
Historical Museum, La Pointe, Wisconsin. 
Madison [n.d.] folder. ill. 


- 10102 - 
STATE HISTORICAL SOCIETY. Old Wade house 
historical site, Greenbush, Wisconsin. Madison 
[n.d.] folder. ill. 


- 10103 - 
STATE HISTORICAL SOCIETY. Old World Wisconsin, 
Eagle, Wisconsin. Madison {n.d.] folder. ill. 


- 10104 - 
STATE HISTORICAL SOCIETY. Pendarvis, Mineral 
Point, Misconsin. Madison[n.d.] folder. ill. 


- 10105 - 
STATE HISTORICAL SOCIETY. Stonefield, Cassville, 
Wisconsin. Madison[n.d.] folder. ill. 


- 10106 - 


UNIVERSITY OF WISCONSIN, Madison, Extension. 
EFNEP today, a report of the expanded food and 
nutrition education program, Jackson County. 
{Madison, n.d.] 7p. ill. 


- 10107 - 

UNIVERSITY OF WISCONSIN, Madison. Extension. 
Self-development for supervisors and managers, by 
Norman C. Allhiser. [Madison, 1976] 26p. ill. 

$1.00. 


- 10108 - 

UNIVERSITY OF WISCONSIN, Madison. Extension. 
Center for Social Service. Volunteers in house- 
coping: a pilot project, by William F. Winter. 
[Madison] 1976. 571. ill. 

Issue in cooperation with the Milwaukee Neighbor- 
hood Development Corporation. 


UNIVERSITY OF WISCONSIN, Madison. Institute for 
Environmental Studies. IES report. Madison. 


- 10109 - 

94, A predictive model for winter wheat yield in the 
United States Great Plains [by] Patrick J. Michaels. 
1978. 40p. ill. (ItsWorld climate and world 
food systems 11) 

Issued by its Climate/Food Research Group. 
79-622537 
- 10110 - 

95. The National environmental policy act and its 
implementation: a selected, annotated bibliography 
[by] Robert Lazear. 1978. 42 p. 

Issued by its Seminars on Resource and 
Environmental Systems. 79-622538 


- 10111 - 

97. Toward the development of multipurpose 
cadastres [by] John D. McLaughlin [and] James 
L. Clapp. 1978. 23 p. 

Issued by its Environmental monitoring and 
Data Acquisition Group. 
A reprint. 
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~ 10112 - - 10122 - . 
100. Littoral-pelagic water exchange in Lake Wingra, UNIVERSITY OF WISCONSIN, Stevens Point. Museum 
Wisconsin, as determined by a circulation model of Natural History. Annual report. ; . 
[by] Peter R. Weiler. 1978. 34p. ill. Stevens Point. 14 p. ill. 


Issued by its Center for Biotic Systems. UNIVERSITY OF WISCONSIN, Stevens Point. Museum 


79-622539 of Natural History. Reports on the fauna and flora 
10113 of Wisconsin. Stevens Point. 


101. Exploring the world's driest climate. Edited - 10123 - 


by Heinz H. Lettau [and] Katharina Lettau. 1978. 14. Reports on mammals. [1978] 11p. ill. 
264 p. ill. 
Issued by its Center for Climatic Research. UNIVERSITY OF WISCONSIN SYSTEM. Analysis paper. 
79-622540 [Madison] 


- 10114 - - 10124 - 
UNIVERSITY OF WISCONSIN, Madison. Sea Grant 12. A composite support index: rationale and metho- 
Program. Educators' guide to Great Lakes ma- dology. 1975. 9p. 
terials: books, films, maps, and pamphlets for 
classroom use, by Pam Johnson. [Madison] 1978. - 10125 - 
39 p. ill. 15. Completion of facilities in the UW center system. 
25 cents. 1976. 6p. 
UNIVERSITY OF WISCONSIN, Madison. Social Systems Has variant series title: Central administration 
Research Institute. SSRI workshop series. analysis paper. 
Madison. 


UNIVERSITY OF WISCONSIN SYSTEM. 1976-77 annual 
- 10115 - budget policy paper. [Madison] 


7530. Real product, real factor input, and produc- - 10126 - 
tivity in the United Kingdom, 1955-1973 [by] ; : 
L.R. Christensen Rev. 1. Salary administration: application of discretion- 
40 p. ary salary funds for faculty and academic staff in 
79-622541 a period of inflation. 1975. 4p. 


- 10116 - - 10127 - 
7602. The dynamic factor analysis of economic . Regent policy and administrative guidelines on 
time series models [by] John Geweke. [n.d.] intercollegiate athletics funding and programming. 
30 p. 719-622543 Rev. 1976. 3p. 


10117 10128 = 
7604. Real product, real factor input, and produc- 3. Special course fees. 1975. 81. 
tivity in Canada, 1947-1973 [by] Laurits R. Christ- 
ensen [and] Dianne Cummings. Rev. 1977. ~ 10129 - 
41 p. 79-622 544 4. 1976-77 enrollment target capacities and stabilized 
resource pattern. Rev. 1976. 12, 5p. + 


Bila ~ 10018 - UNIVERSITY OF WISCONSIN SYSTEM. 1977-79 
7609. Estimating marginal costs for multi-product biennial operating budget policy paper. [Madison] 
regulated firms [by] Randall S. Brown, Douglas . 
W. Caves [and] Laurits R. Christensen. 1976. - 10130 - 


36, 31. ill. 79-622545 1. Open access enrollment projections and methodo- 
~ 10119 - logy, 1977-78 through 1980-81. 1976. 121. + 
7612. The impact of the fuel adjustment mechanism ill. 
on economic efficiency [by] Frank M. Gollop [and] - 10131 - 
Stephen H. Karlson. Rev. 1977. 33 p. 1,1, State aids support formula for enrollment 
79-622 546 increases. 1976. 12, 3p. 
10120 - 


7614. The effect of unionization on productivity in 
U.S. manufacturing [by] Frank M. Gollop. 1976. 2. Meeting Wisconsin citizens’ needs through out- 
39 p. 79-622547 reach, 1977-81. 1976. 17 p. 


- 10133 - 
- 10121 - . Faculty development and renewal: instructional 
UNIVERSITY OF WISCONSIN, Milwaukee. School of improvement and faculty revitalization, 1977-81. 
Social Welfare. Center for Advanced Studies in 1976. 51. 
Human Services. Midwest Parent-Child Welfare - 10134 - 
Resource Center. A pocket guide for helping to Department of Administration study of UW and 


prevent child abuse and neglect in your community. VTAE continuing education students. 1976. 
Milwaukee [n.d.] 24 p. 6, 5p 
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WYOMING 


- 10135 - 

CONSTITUTION. Constitution of the State of Wyoming, 
adopted in convention at Cheyenne, Wyoming, Septem- 
ber 30, 1889, including all amendments adopted to 
Nov. 4, 1980. [Cheyenne] Thyna Thomson, secre- 

79-622533 


tary of state [n.d.] iii, 65 p. 


- 10136 - 

DEPT. OF ADMINISTRATION AND FISCAL CONTROL. 
Statistics and Research Division. State of Wyoming 
annual report. 1977778. [Cheyenne] 7v. ill. 

Contents: —v. 1. Introduction, table of contents, 
alphabetical index, reports of elected officials. 
—v. 2. General government. —v. 3. Hospitals, 
health, and social services. —v. 4. Higher educa- 
tion, libraries, museums, manpower services, re- 
creation and travel. —v. 5. Safety and regulation, 
transportation. —v. 6. Resources. —v. 7. Re- 
sources, correction and law envorcement, profes- 
sional and commercial licensing. 

Report year ends June 30. 


- 10137 - 
DEPT. OF AGRICULTURE. Annual report. 
[Cheyenne] ii, 114p. ill. 
Report year ends June 30. 


- 10138 - 

ENERGY CONSERVATION OFFICE. 

Oct. 1, 1977/Oct, 1, 1978, Cheyenne. 

ill. 

The office was established by the Governor in 

Aug. 1977. 
GEOLOGICAL SURVEY. 
Laramie. 


1977/78. 


Annual report. 
iii, 17 p. 


Public information circular. 


- 10139 - 
9. Wyoming coal fields, 1978, by Gary B. Glass. 
1978. vii, 91p. ill. 79-62208 0 


- 10140 - 


GOVERNOR. Governor's message to the 45th Wyoming 
Legislature [by] Governor Ed Herschler, January 
10, 1979. [Cheyenne, 1979] 14 p.. 79-622566 


- 10141 - 
GOVERNOR. Wyoming State budget. 
[Cheyenne] vi, 521. 


1979/80 suppl. 
24-27156 


- 10142 - 
LAWS, STATUTES, ETC. Wyoming statutes governing 
aeronautics (relevant excerpts) Rev. Cheyenne, 
Aeronautics Commission, 1978. 241. 


- 10143 - 
STATE ARCHIVES AND HISTORICAL DEPT. Annual 
report. 1977/78. [Cheyenne] 34p. ill. 
Report year ends June 30. 


- 10144 - 

STATE DEPT. OF ECONOMIC PLANNING AND 
DEVELOPMENT. Fiscal year report. 1977/78. 
[Cheyenne] 86p. ill. annual. 

Report year ends June 30. 


- 10145 - 

STATE DEPT. OF ECONOMIC PLANNING AND 
DEVELOPMENT. Division of Mineral Development, 
Oil and gas production, reserves, and resources in 
Wyoming, by Barlow & Haun, Inc. [Cheyenne] 1978. 
2v. ill. 

Vol. 2 has also a distinctive title: Appendices. 
79-622609 


- 10146 - 
STATE DEPT. OF EDUCATION. Wyoming education 
directory. 1978/79. Cheyenne. vi, 94p. ill. 
Free to Wyoming residents; $2.00 a copy, all 
others; available from: Communications Services, 
State Dept. of Education. 


~- 10147 - 

SUPREME COURT. Wyoming reporter, cases decided 
in the Supreme Court, reported in Pacific reporter, 
second series. Vol. 578 P.2d-584 P.2d St. Paul, 
West. Pub. Co., 1979. various pagings. 62-32686 


- 10148 - 

UNIVERSITY OF WYOMING, Laramie. Water Re- 
sources Research Institute. The Powder River 
Basin economic simulation model, by John F. Carl- 
son and Clynn Phillips. Laramie, 1977. 2v. 

Vol. 1 is ill. 
Contents: —v. 1. A technical report. —v. 2. 
Supplement to technical report. 


- 10149 - 

UNIVERSITY OF WYOMING, Laramie. Water Re- 
sources Research Institute. Yellowstone River 
Basin recreation needs assessment working paper, 
Wind/Big Horn/Clarks Fork Rivers drainage area, 
Tongue/Powder Rivers drainage area, by Clynn 
Phillips, Paul Cleary [and] Jacquelin Papka. 
Prepared for Water Planning Office [and the] Re- 
creation Commission. [Laramie, n.d. | 
iv, 35, A7, B61. ill 


79-622602 


WATER PLANNING PROGRAM. Report. Cheyenne. 


- 10150 - 

18. Chemical analyses of water from the Minnelusa 
formation and equivalents in the Powder River 
Basin and adjacent areas, northeastern Wyoming, 
by Deborah K. Wells, John F. Busby, and Kent 
C. Glover. Prepared by the U.S. Geological 
Survey. 1979. iii, 27p. ill. 


Basic data report. 79-622599 


- 10151 - 

WATER PLANNING PROGRAM. Report on reconnais- 
sance studies of irrigation projects, Yellowstone 
Basin and adjacent coal area, level B study, Wind- 
Bighorn-Clarks Fork study area. Cheyenne, 1977. 
6, 6, 5, 7, 6, 51. + ill. 

Issued in cooperation with the U.S. Bureau of 
Reclamation. 79-622603 


ASSNS. OF STATE OFFICIALS 


ASSOCIATIONS OF STATE OFFICIALS 
AND REGIONAL ORGANIZATIONS 


- 10152 - 


INTERSTATE SANITATION COMMISSION. Report on 
the water pollution control activities and the interstate 
air pollution program. 1978. [New York] 

134, A3, B2,C1p. ill. annual. 
Address: 10 Columbus Circle, New York, N.Y. 
10019. 58-63701 


- 10153 - 


MISSOURI RIVER BASIN COMMISSION. Plan of study, 
Yellowstone River Basin and adjacent coal areas, 
Montana, Wyoming, and North Dakota. Billings, 
Montana, Yellowstone River Basin study, Missouri 
River Basin Commission, 1976. iv, 73, B3p. ill. 

Address: Suite 403, 10050 Regency Circle, Omaha, 
Neb. 68114. 79-622606 


- 10154 - 

MISSOURI RIVER BASIN COMMISSION. “Yellowstone 
Basin and adjacent coal area level B study, principles 
and standards guidelines. [Omaha] 1976. iv, 371. 
ill. 79-622604 


- 10155 - 

MISSOURI RIVER BASIN COMMISSION. Yellowstone 
River Basin and adjacent coal area level B study. 
Omaha, 1978. 8v. ill. 

Contents: —v. 1. Report and environmental 
assessment. —v. 2. Upper Yellowstone, Montana, 
general report, by Jeffrey White. —v. 3. Clarks 
Fork -Bighorn, Montana, general report, by Jeffrey 
White. —v. 4. Tongue-Powder, Montana, general 
report, by Jeffrey White. ~—v. 5. Lower Yellow- 
stone, Montana general report, by Jeffrey White. 
—v. 6. North Dakota tributaries study team report, 
by North Dakota Study Team. —v. 7. Wind-Bighorn- 
Clarks Fork Basin, Wyoming, general report, by 
Wind-Bighorn-Clarks Fork Study Team. 


—v. 8. Northeast Wyoming planning area, general 
report, by Northeast Wyoming Study Team. 
79-622642 


- 10156 - 

PACIFIC NORTHWEST RIVER BASINS COMMISSION. 
Power Planning Committee. Power planning organi- 
zations in the Pacific Northwest. [Vancouver, 
Wash.] 1978. iii, 44p. ill. 

Address: 1 Columbia River St, Vancouver, 
Wash. 98660 79-622598 


STATE LIBRARY SURVEYS, STUDIES, MANUALS, 
AND STATISTICAL REPORTS 


California. 

UNIVERSITY OF CALIFORNIA, Berkeley. Institute 
of Governmental Studies. California's demand for 
librarians: projecting future requirements [by] 
Michael D. Cooper. Berkeley, 1978. xv, 128 p. 
ill. 78-8919 


Nevada. 
STATE LIBRARY, Carson City. Library Develop- 
ment Division. Nevada library directory and sta- 
stics. Carson City. 121 p. 
77-644335 


North Dakota. 

STATE LIBRARY COMMISSION. A study of library 
service in the South Central Dakota Region of North 
Dakota, prepared by the South Central Dakota 
Regional Council. Bismarck, 1978. xi, 183 p. 
ill. 79-622422 


Ohio. 

STATE LIBRARY, Columbus. Academic library 
rankings and statistics, 1977 rankings of academic 
libraries and statistics arranged by type of institu- 
tion, location in state, and participation in cooper- 
atives and consortia. Columbus [n.d] 109 p. 


79-622 596 


Ohio. 

STATE LIBRARY, Columbus. Rankings and detailed 
statistics of Ohio public libraries, 1977 statistics 
of public libraries re-arranged from the form in 
which they appear in the 1978 Ohio directory of 
libraries and detailed statistics. Columbus. 
[1978? ] 39, A52, B26, C26, D14p. 79-622424 


Oregon. 
STATE LIBRARY, Salem. Directory and statistics 
of Oregon libraries. 1977/78. [Salem] 94 p. 
E39- 173 


Virginia. 
STATE LIBRARY, Richmond. Report. 
68th-72d; 1972/73-1976/77. Richmond. 5v. 
annual. 


Report year ends June 30. 6-935 


Number of Titles Recorded 


in the 


Monthly Checklist of State Publications 
for 1979 


This Total 
issue to date 


Kentucky 


Louisiana 


Maryland 
Massachusetts 
Michigan 


Minnesota 


Mississippi 


Montana 


*Includes all monographs and periodicals recorded. Fewer 
numbered entries appear in the checklist itself because entry 
numbers assigned for indexing purposes only and several 
items are listed collectively under single entries, for example 


Nebraska 
Nevada 

New Hampshire 
New Jersey 
New Mexico 


Pennsylvania 
Puerto Rico 


Trust Territory of the Pacific 
Island 


Virgin Islands 
Virginia 
Washington 
West Virginia 


Wisconsin 


This Total 
issue to date 


46 197 
148 

54 

102 

132 


5 57 
2,362 10,856* 


annual reports, maps, and pamphlets. In addition, entry num- 
bers are not assigned to the periodicals. Therefore, entry 


numbers do not reflect actual totals. 


District of Columbia 5 37233 ; 

| 

tens 24 156 17 46 

‘ 47 = 134 11 88 i 

g 49 191 15 55 A 

Missouri 37 169 Assns. of State Officials .......... 


i 
‘ 
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CHANGE OF ADDRESS FORM 


NAME-—FIRST, LAST 


COMPANY NAME OR ADDITIONAL ADDRESS LINE 


STREET ADDRESS 


STATE ZIP CODE 


PLEASE PRINT OR TYPE (or) COUNTRY 
Mail this form to: 


Superintendent of Documents Attach last subscription 
Government Printing Office SSOM label here. 
Washington, D.C. 20402 


SUBSCRIPTION ORDER FORM 


ENTER MY SUBSCRIPTION TO: 


es Domestic; @ $ Foreign. 


Remittance enclosed (make 
NAME—FIRST, LAST wae payable to Superin- 
tendent of Documents) 
COMPANY NAME OR ADDITIONAL ADDRESS LINE OCicharge to my Deposit 
TERE Account No 
STREET ADDRESS 
MAIL ORDER FORM TO: 


[ [re ZIP CODE Superintendent of Documents 


Government Printing Office 
PLEASE PRINT OR TYPE (or) COUNTRY 
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